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...on Its Ultra-Modern 


Three 42x84” C ; 
Laundry Department Washers, such cs the cae. chanemaie Unlonding 
oon —— the ultra-modern laundry of Hospital 
consinnnbiiiie aon rg prorat buttons 
“ CP ire was I i 
We, at Canadian Laundry Machinery Co., are NOTRUS Becractieetly, into Containers 
4 . ers are equipped 


proud that we were selected to completely equip the with Semi-Automatic Washing C 
; ont i 
ultra-modern laundry department of brand new, 600 bt all operations, except Pe =r — 
"i Plies, for each bath, on of sup- 


bed Hospital For Sick Children, Toronto, Ontario. 


The immense $12,000,000 building program, which 
converted this Hospital into the largest children’s hospital 
in the world, demanded efficient and economical-to-oper- 
ate laundry equipment, capable of handling greatly in- 


creased laundering requirements. 


Our Laundry Advisor made a careful survey of the 
volume of clean linens which would be required for the 
Hospital. He then submitted complete recommendations 
of equipment best suited to meet the Hospital's needs, 
along with a floor plan layout of the proposed laundry 
department. After carefully considering the savings to 
he realized with the high-production, labor-saving ma- 
chines recommended by our Laundry Advisor, officials 
of the Hospital awarded our Company the contract for 
completely equipping the laundry. 
Hospitals, large or small, can obtain the free . In new la . 3 
services af our Laundry Advisor without any obliga : two 54” Nota Ce For i Children, 
tion whatever. WRITE TODAY for our Laundry : joey above, are loaded and wnleoded tbe 
Advisor to call at your convenience. Padbiegs: er ete operated electric hoist. The 
inate all manual handling of work 


from washers until extra 
a ected load i 
mechanically, ready for iranian a ae mas 


CANADIAN 


LAUNDRY MACHINERY CO., LIMITED 


47-93 STERLING ROAD, TORONTO 3, ONT All linens ar 
STATIVES Stoning Brock TiMite spita F : 
i nse STREAMLINE Flatwork teen,” & Rol 


93, Calgary, Vancouv 


All linens are beautifully and quickly ironed 
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HOSPITAL 
GARMENTS 


Role) @ ie) Saran 


DURABILITY 


DELIVERIES 
MAINTAINED 


Some items from stock — 
others 2 to 4 weeks. 


All shipments prepaid from London, Ont. 


ACMaAC 


LIMITED 


SERVING WELL OVER A QUARTER OF A CENTURY 
CANADIAN HOSPITALS FROM COAST-TO-COAST. 
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Obiter Dicta 


Open Letter to Ministers of Health 
L. O. Bradley, M.D. 


Serving Sick Children (Part II) 
J. H. W. Bower 


A Symposium: Co-operation is the Keynote in 
Planning and Construction 44 
C. N. Weber; James Barnes; Harvey Agnew, M.D.; 
Professor H. H. Madill 


New Pavilion Designed for City of Sydney Hospital 48 
Harold J. Smith 


Streamlining at the Queen Elizabeth, Toronto 


Current Hospital Expansion in Canada 
L. O. Bradley, M.D. 


Expansion Program at St. Joseph’s, Victoria, B.C 
Newly-Erected Eight-Storey Hospital, Sudbury 
Health Centre at Tyne Valley, P.E.I 

75-Bed Hospital at Mont Laurier, P.Q 

Typical 10-Bed Unit at Whitemouth, Man 
Attractive 34-Bed Hospital, Neepawa, Man 

An 8-Bed Health Unit, Manitou, Man 


A Variety of Exterior Views—Hospitals Small and 
Large > 


Diet Kitchen Training for Student Nurses 
Winnifred Vaughan 


Notes on Federal Grants 


“The Canadian Hospital” Offers Awards for Best 
Articles 


Notes About People 


The Colourful Approach to Hospital Decoration 
J. A. Wright 


Provincial Notes 

With the Auxiliaries 

Workshop in Administration of Nursing Services 
Here and There 

Coming Conventions 

Purchasing and Caring for Silverware 


(For Subscription Rates See Page 114) 
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NTERA 


FOR GREATER fravert. 
CALORIC INFUSION : 


specity 


Travert. 


(INVERT SUGAR, BAXTER) 
metabolized at twice the rate of DEXTROSE 








Travert® (INVERT SUGAR, BAXTER) is another 
successful BaxTer first—a new line of solutions cap- 
able of supplying twice the calories of dextrose in 
equal infusion time, and without increased fluid 
volume. 

And, since Travert® is metabolized at twice the 
rate of dextrose, it is now possible and practical 
to approach complete carbohydrate alimentation. 


CALORIES 


Two Travert® solutions are now available: 10% 
Invert Sugar w/v in water, and 10% Invert Sugar 
w/v in saline. 


Travert® solutions are sterile, crystal-clear and 
non-pyrogenic. Write today for literature and com- 
plete information. 


BAXTER LABORATORIES OF CANADA, LTD. 
Acton, Ontario 
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Canadian Hospital Council 


The Federation of Hospital Associations in Canada in co-opera- 
tion with the Federal and Provincial Governments and the 
Canadian Medical Association, and the Blue Cross Plans. 








E . O Second Vice-President: 
xecutive Officers Pe caman ick 
University of Alberta Hospital, Edmonton 
Honorary President: 
THE HONOURABLE PAUL MARTIN Executive-at-Large: 
Minister of National Health and Welfare ARTHUR J. SWANSON (ex officio) 
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Kingston General Hospital, Kingston 

HARVEY AGNEW, M.D. British Columbia: PERCY WARD, Vancouver 
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Alberta: M. G. McCALLUM, M_.D., Edmonton 
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* Only % cup to a bucket of 
water for normal cleaning. 


> Sar 


Floors really come clean with D-B 
KLEEN-SEAL .. . because KLEEN-SEAL is 
based on the principle of emulsification 
. +» Cleans by SATURATION. 


e GOES DEEP . . . cleans below e@ REMOVES OLD WAX .. . makes new 
surface. surface last longer. 


e MILD and SAFE .. . contains no e ECONOMICAL .. . one gallon makes 
caustics, abrasives or harsh alkalies. up to 30 gallons solution. 


e EFFORTLESS ... no hard scrubbing. ¢ ANTI-SLIP ... makes footing safe. 


e CONDITIONS FLOORS ...c perfect © APPROVED... by leading manu- 
base for rewaxing and polishing. facturers of flooring material. 


ei ST 


~ SaroRarion 


Se 
rs ss", 


“CANADA’S CLEANEST WORD” 


OTTAWA - MONTREAL + QUEBEC + TORONTO HAMILTON LONDON WINDSOR 


SAINT JOHN. - HALIFAX i a ae - CALGARY ee Oo On, meen, | VANCOUVER 
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” oO Ww A central radio system 


for your hospital 
without capital investment 


CANADIAN MARCONI COMPANY offers this 
practical, new rental plan so that the modern 
facilities of a MARCONI Central Radio System 
will be available at minimum cost. 





THIS WILL PROVIDE: 


Above—Patient’s control unit may be at- 
— to either table, bed member or , 1 

wes « Individual radio reception and entertainment 
Delown=Pilow type. “psipett’". dendapecher for each patient in private and semi-private wards 
is secured benecth pillow. This small at a low daily rate, using MARCONI pillow speak - 


unit can be heard only by the patient. az 
ers and patients 3 or 5 channel control units. 


2. Free radio reception and entertainment for 
patients in large wards of ten beds or more from 
wall mounted loudspeakers. 


a Immediate and substantial revenue from pa- 
tients’ rental fees for the benefit of the hospital. 





MAIL COUPON FOR FREG BOOKLET ON MARCONI C§NTRAL RADIO SYSTEMS 








afi" i” bal al 
Be be ie i 
CANADIAN MARCONI COMPANY 
2442 Trenton Ave., Montreal 16, P.Q. 


Please send me free copy of your booklet on 
Marconi Hospital Systems. 


MARCONI Rae ae 


THE GREATEST NAME IN RADIO AND TELEVISION Attention of 


CANADIAN MARCONI COMPANY 
Established 1903 pili 


VANCOUVER @ WINNIPEG @ TORONTO @ MONTREAL 
HALIFAX @ ST. JOHN’S 
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reasons why the Maximar 250-Ill 


is adaptable to the most exacting technics 





Small symmetrical tube head facilitates positioning to treatment area. 
Provides convenient access to difficult treatment areas with unobstructed 
view of the area while positioning for treatment. New coning system 
eliminates the conventional master cone, to permit attachment of treat- 
ment cones direct to the tube head. 


Finger-tip control. Vertical and angular adjustments of the tube head 
are obtained through motor-operated mechanisms controlled by finger- 
tip switch on the face of the tube head. Angle indicating scales on the 
supporting arm facilitate the recording of any tube head position, in 
view of duplicating. 

Serves also for superficial and intermediate therapy. Complete 
range from 80 kvp to 250 kvp makes this equipment serve for super- 
ficial and intermediate, as well as for deep therapy. The small, sym- 
metrical tube head facilitates the directing of radiation to all parts of the 
body — accurately to the smallest prescribed treatment area. 

u 1 








compactness. Special consideration was given to conservation 
of floor space in the design of the Maximar 250-III. A glance at the 
illustration to the right tells the story. In fact, the Maximar 250-III 
occupies only 31/, square feet of actual floor space! See your GE repre- 
sentative or write the office nearest you — General Electric X-Ray 
Corporation, Limited, Montreal, Toronto, Vancouver, Winnepeg. 


GENERAL @® ELECTRIC 
X-RAY CORPORATION 


ttemrerbtes 
Gourecat reseeTe vaneeeyes _ wiesieEe 
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. «. direct light-beam approaches in all 
surgical postures from any desired position 
‘in the horizontal and vertical planes. 


=" “American” MAJOR SURGICAL LUMINAIRE 


(Model DMCA) 


in addition to its exclusive Head-End and Dual Control 
feature permitting constant wound observation and 
accurate beam redirection from outside the sterile area, 
offers VERTICAL HEIGHT ADJUSTMENT over the oper- 
ative site ... fundamental compensation that alone 
insures maximum Foot-Candle intensity at varying 
Table elevations. 


CHOICE OF 3 INTENSITIES 
of cool illumination with equal shadow reduction to 
compensate for varying incision characteristics. 


WRITE our Canadian distributors for descriptive literature TODAY. 
Operating Room Theatres in Toronto's new wie 
Hospital for Sick Children are equipped with American Sterilizer Company 
“American” Major Luminaires. ERIE, PENNSYLVANIA 


>T DESIGNERS AND MANUFACTURERS OF SURGICAL STERILIZERS, TABLES AND LIGHTS 


Distributed. in Canada exclusively by 


) I N GIRAML & JBIEILIL 


LIiMitr €c OC —_ ————— 
el -lol age) 
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Hospital fires, 
held to point of origin 
by Westeel fire doors 





CONFINING a FIRE 
SAVES LIVES and MONEY 


WESTEEL 


FIRE DOORS 


...enhance appearances 


Westeel “Impervia’’ Fire 
Doors are ideal for Hospitals. 
They combine complete ut- 
ility with pleasing design... 
assure maximum fire pro- 
tection and at the same time 
actually enhance appear- 
ances. They’re light . . . can 
be hung in moulded, press- 
ed steel frames ... swing 
as easily as ordinary hard- 
wood doors... can be paint- 
ed in any color scheme. 


They’re 
Doors may have mortise UNDERWRITERS LABELLED 
hardware, loose pin butts, earn BEST 


with or without glass pan- 


els, (for all openings except FIRE DOORS aongy ot Pea eo 
or ataliogue oO. e 


class A.) 














Deliveries dependent on steel supplies 


WESTEEL PRODUCTS LIMITED 


TREAL *« TORONTO «¢ WINNIPE 
REGINA « SASKATOON + CALGARY * EDMONTON ¢ VANCOUVER 
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Areress the Oeske 
By C.A.E. 


Angelica Hospital Apparel Made in Canada 
Angelica Uniform Company of Canada, Limited, is 
| the name of the new Canadian enterprise of Angelica, 
which will manufacture a complete line of washable 
uniforms and hospital apparel. Factory and headquar- 
| ters of the Canadian company are located in Montreal. 

E L | Sales representatives will cover all of Canada. 

J ef P Oo w D E R Ss According to Mr. Matthew Dickson, Angelica’s Cana- 
dian Branch Man- 
AND D ESSE RTS 4 ager, who former- 
ly operated the 
Dickson & Gill 
HOSPITAL Company in Mont- 
APPAREL real, Angelica will 
have several hun- 
dred uniform 
styles and acces- 
sories in stock for 
prompt delivery— 
és all of which are 
more Hospitals using ie ee on on 


Angelica catalogs 


« @ ne ti ae mF bit 
Gibbons Quickset | 2 oo 


e forms, another for 

4 hospital apparel. 

than ever before. 5 eal 
: fers a complete 

. ing” The cover of Angelica’s Hospital selection of orig- 

A Cent a Serving Apparel Catalog showing Angelica’s inal styles, a wide 
surgeon’s gown of Sanforized Monte range of colours 


Jelly Pudding goth ith fannel belt construction: snd materials, and 
Powders Powders 


white or jade green. a complete range. 
Cherry Chocolate 


Angelica, it is stated, is the world’s largest uniform 
Raspberry iad manufacturer, established in 1878. Angelica hospital 
apparel includes garments for OR personnel, child and 

Strawberry Butterscotch adult patients, X-ray and examining gowns, visitors’ 
Orange Vanilla isolation gowns; and hospital uniforms for laboratory, 
Lemon Kies | housekeeping, dietetic, kitchen, and maintenance per- 
Lime sonnel as well as staff members, such as doctors, interns, 

£ te and nurses. 

Add milk only Copies of the Angelica General Catalog or the Angelica 
Hospital Apparel Catalog may be had by writing to 


: Angelica Uniform Company of Canada, Limited, 427 St. 
Makers of the Famous Gibbons Francois Xavier Street, Montreal 1, Quebec. 


7 to 1 Lime Rickey. 


G j a B O mY! € Effective New Sweeping Compound 
The special materials used in the manufacture of the 


Q U { C K Ss E T 3) E S S E & T S new product, Waxkote, absorbs germ laden dust—does 


not allow the dust to polute the air. Waxkote gathers 
20 Ripley Ave., Toronto 3 | (Continued on page 16) 
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Add water only 





by the Hospital for Sick Children 


. .. the famous KELEKET 500 Multi- 
cron X-ray generators with allied 


SANBORN Metabulator 


equipment and accessories. 


Sanborn Metabulator testers and 
electrocardiograph units which are 


SANBORN Electrocardiograph standard equipment in the heart 
clinic. 


We will be pleased to submit lay- 
out plans for any intended renovation 
or erection of X-ray departments or 
clinics. 













































































KELEKET vertical 500 MA Multicron 
125 PKV at 500 MA — 140 PKV at 10 MA 


261 Davenport Road, Toronto 5 


Moncton — Quebec — Montreal — Winnipeg — Regina — Calgary — Edmonton — Vancouver 
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SPECIFY 


VOLLRATH 
Salles Slee 
WARE 


@ The hard, smooth, non-porous surfaces 
Vollrath Ware avails you of solid stainless of Vollrath Stainless Steel Ware simplify 
steel produced by America’s foremost mills. sterilization and help maintain your high 
Its quality assures a lustrous, non-contam- 
inating surface of high, lifetime resistance 
to rust and corrosion. Easy to maintain in in forming and finishing this durable 
a sterile condition, it’s practically inde- 
structible—truly a thrifty investment. 


standard of service. Vollrath craftsmanship— 


metal in sturdy, efficient, functional designs 
—assures extra ease in cleaning and 
true, long-life economy. 

Once you (ry Vollrath Ware, you'll likely 
specify it for rugged service, sanitation, 
and work-saving economy—everywhere! Check 


your needs with a Vollrath jobber now. 
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‘Vollrathez 


SHEBOYGAN, WIS. 
Distributed by: INGRAM & BELL LIMITED 


Toronto - Montreal - Winnipeg - Calgary - Vancouver 


> 


STAINLESS STEEL AND 


The Quality Name ‘ v0 LLRAT 4 Din mstitetionlt 


COVERED INSTRUMENT TRAY GRADUATED MEASURE 


HOSPITAL BUCKET SOLUTION PITCHER 
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' rigidaire Refrigeration resem an wu 
rughoat ow SICK Children’s Hacpitahies 


FRIGIDAIRE REFRIGERATION 
WAS CHOSEN 


SERVICE FLOOR: 

Bake Shop Reach-in Refrigerator 
Refrigerated Service Table 
Ingredient ontrol Refrigerato® 
Prepared Vegetable Refrigerator 
Special Diets Refrigerato¥ 

Staff Cafeteria Back Bars with 

Salad Section 
Refrigerated Snack Bar with 
Ice Cream Cabinet 

Baker's Refrigerator 

Chef's Refrigerator 

Small Meats Refrigerator 

Fish Refrigerato® 

Heavy Meat Refrigerator 
Quick Freeze Refrigerator 
Emergency Stores 

Fruit Refrigerator 

Dairy Refrigerator 

Vegetable Stores 

Prepared Vegetable Stores 

rigerator 
Walk-in Refrigeratot 


Wherever 
foods, f 
dru, ormulae, serums 
phot i a score of other eis ke vital 
| protection in To: "s require tem- 
fine, new Sick 


Children’s Hospi 
Children's Hospital, Frigidaire Refrigeration wa 


Frigidaire is i 
immensely pro — 


Milk Laborator 
Formula Dispensin 


FIRST FLOOR: 

Main Dining Room Counter 
Pass-Through Refrigerator 
Ice Cream Cabinet 


THIRD FLOOR: 


Two Cold Rooms 
Built-in Urinalysis Refrigerator 
Built-in Laboratory Refrigerator 


ALL FLOORS: 


Medicine Refrigerators 
Ice Cube Storage Refrigerators 


FRIGIDAIRE 


Products of Canada, Limited, Leaside, Ontario 
FRIGIDAIRE 1s MADE ONLY BY 
GENERAL 


MOTORS 


great instituti housands 
aaa pare among its t 
pen res medical field. Here a epee Wot 
ee the sureness of F. Viajes possietion one te 
aa ae serie 
fi er give this sure sor 
There is no cost to y ‘ 
Tepe ou — no obligati 
digtee the facts about me aes a Saal ce 
a do for you. Before peeve 
es ns, or modernize, give yo “al ae 
mas - Refrigeration Deale ws sy 
ae these facts to you and discuss sae ee ef 
ments, Or mail the coupon tered 


eee 
sore 
eee 
— 
anne ew 
Ys. . 2. 
ocee 
oae 
o-—e 
- 


M 
AIL FOR FULL INFORMATION 


rigid e » 8 a + e 
F aire Product of Canada. Limited 


Leaside, Ontario 


We would li 
ike more i 
ore information on Frigidai 
ire equipme 
nt 


for the following purpose 











ULTRAVIOLET EQUIPMENT 


MEETS EVERY HOSPITAL REQUIREMENT 


The entire field of ultraviolet, from therapy to germi- 
cidal action, is covered by Hanovia equipment. The 
quality, construction, efficiency and all-round 
superiority of Hanovia equipment make it the choice 
of hospitals the world over. 


EFFICIENT SOURCE OF EFFECTIVE ULTRAVIOLET 


THE NEW HANOVIA 


LUXOR 


ALPINE LAMP 


There is a definite place and need 
for this dependable apparatus in the 
modern hospital. 


Its wide range of clinical usefulness 
includes effective treatment of: 


Erysipelas — sluggish wounds — osteo- 
malacia — tuberculosis of the bones 
— articulati — per it intes- 
tine — variety of skin conditions — 
rickets — infantile tetany. 





Also helpful to convalescents. 


The convenient portability of this 
lamp makes it particularly practicable 
for clinics and ward use. 


HANOVIA’S 


SAFE-T-AIRE 


ULTRAVIOLET GERMICIDAL 
EQUIPMENT 


MODEL 
ST. 2832 


Air sanitation is especially important in hospital operation. 
Hanovia’s SAFE-T-AIRE equipment destroys air-borne bacteria 
and viruses and provides desirable protection for personnel as 
well as or against the dangers of cross infection, 


Engi Hati of SAFE-T-AIRE equipment will provide - 
air rns of high value in your hospital. 





Request complete data now by addressing Dept. CH-2-51. 


HANOVIA Chemical & Mfg. Co. 


NEWARK 5, N.J. 








Across the Desk 
(Continued from page 12) 


and holds the bacteria laden dust and thus, it is claimed, 
is a great aid to health preservation. 


The special wax base used in the manufacture of Wax- 


| kote not only absorbs the dust, but puts a very fine wax 


film on the floor which protects it from sand and other 
particles that are carried on a person’s shoes. Because 


| Waxkote has a wax base it also helps to polish floors 


and give them a lovely clean and polished look when 
used constantly. Waxkote is made by Dustbane 
Products Limited, Ottawa. 


Promotion for R. A. McHardy of Heinz 

McHardy, former manager of the Toronto 
North Branch, has 
been promoted to 
the newly-created 
post of central 
sales manager of 
the Central Re- 
gion of H.J. Heinz 
Company Limited. 
Mr. McHardy 
joined the Heinz 
organization in 
1922 as a salesman 
in Toronto and in 
four years became 
district supervisor. 
In 1928 he was 
promoted assistant 
manager and two 
years later became 
manager. 


G. E. X-Ray Film Drier 
A new-type film drier that is ideally suited to the 
small x-ray department is available from General 
Electric X-Ray Cor- 
poration Limited. 


Priced considerably 
below its predecessor 
model, the new Arid- 
air Drier is also 
quieter, less subject 
to rusting, much fas- 
ter-drying, and great- 
ly improved in design 
and appearance. 


It is available in 
two-tone pearl-gray, 
fine wrinkle enamel 
over a completely bon- 
derized sheet metal 
cabinet. Capacity is up to twelve 14” x 17” films in 





‘ 


| standard hangers. Size of the drier is 2242” wide, 195’ 


(Concluded on page 20) 
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BIG SCREEN 14x14-inch spot film device 


with excellent protection against scattered radiation ... 


9 yin ph provides all the features of extreme 
flexibility, security and protection—long sought by 
roentgenologists. 


Oscillating grid provides clear, sharp radio- 
graphs. 


Wide range of exposure sequence and cassette 
sizes is provided, 


11x14—three exposures—esophageal 
10x12—six exposures—duodenal 
8x10—four exposures—duodenal 
5x7—two exposures—duodenal 
each exposure right side up 


Further details on the Scopograph and its companion 
table, Diagnost, are Lik ithout obli pati 
Write today! 





Pitts S HPOUSE ©«, PHIELIPS SQUARE «- - MONTREAL 


VANCOUVER + WINNIPEG + TORONTO + QUEBEC CITY + HALIFAX 
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“VINYUTE" tb MATERIAL 


Above: Auditorium, Sick Chil- 
dren's Hospital, all chairs uphol- 
stered with KALISTRON. 


Scuff. scratch, and Spot- 
resistant 

Flame Resistant 

Can't chip, crack or peel 

Waterproof, easily 
cleaned 

Resists alkalis, oils, 
alcohol 

Limitless Color range 


Sick Children’s Hospital, Toronto, Ont.—Govan, Ferguson, Lindsay, 
Kaminker, Maw, Langley, Keenleyside, Architects. 
Hugh P. Rickard, Decorating Advisor. 


KALISTRON WAS CHOSEN 


for wall and furniture covering because, the colors being 
fused to the underside of tough, hard-wearing Vinylite, 
maintenance in heavy traffic areas is reduced to a 
minimum. Dining rooms, snack bar, Outdoor patients 
department, elevator lobbies and many other areas are 
treated with KALISTRON. Upholstered and office fur- 
niture throughout the hospital is covered with 
KALISTRON. Send coupon for FREE nail-file test. 


Above: Wainscoting and furniture covered with KALISTRON. 





Paul Collet & Co., Ltd., Dept. K3, 
Laurentien Hotel, Montreal, P.Q. 


Please send me FREE Nail-File Test (swatch 
Bi. lh MATERIAL of Kalistron plus actual nail-file). 


MANUFACTURED and DISTRIBUTED by 


PAUL COLLET & €O. LTD.  ™ 


LAURENTIEN HOTEL MONTREAL, P.Q. ADDRESS 


Representatives in all parts of Canada 
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Less work for the nurse. . . 
More convenience for the patient — 











$ Somes newly-developed utility table brings 

many extra advantages to hospital service. 
It combines a variety of features for increased 
usefulness and efficiency. 


With it, the patient requires less attention. 
He can easily operate the crank to raise or 
lower the table to his own convenience. 


The large Arborite surface provides plenty 
of space for eating or writing. There is large 
vanity mirror, removable tray for holding pati- 
ent’s necessities, and reading rack to accom- 








modate book or magazine. The special Sim- 
mons double-hinge makes the table equally 
useful as reading rack or vanity no matter on 
which side of the bed the table is placed. 


In addition, the H-275, in its elevated posi- 
tion, can be used as an instrument table by 
doctors or nurses giving bedside treatments. 


The table adjusts from 4414” down to 2914” 
for use by patient sitting in a chair. Sturdy 
steel construction assures its durability, makes 
it easy to clean and keep clean. 


Ask your Simmons representative for full information about 
the new H-275—latest example of Simmons continuing lead- 
ership in the development of efficient hospital furniture. 


SIMMONS «ne 


MONTREAL TORONTO 


FEBRUARY, 1951 
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er They are 


Your Blue Paper Towels... 


We've taken an old favourite — the Economy 
Towel — added special wet strength ingredients 
and coloured it a clean, attractive blue. 

Look to this distinctive New Public 

Service Blue Towel for 


* Greater Strength When Wet 
* Greater Absorbency 


* Less Weight Without 
Loss of Drying Surface 


* Patented “Hem” edge 
for positive dispensing 
action. 
Packed for quick convenient loading into trim, 
“one-by-one” dispensers. 


For efficient, economical 
washroom towel service 


VANCOUVER, GANADA 





WRITE, WIRE, PHONE FOR FULL INFORMATION AND THE 
NAME OF YOUR NEAREST DISTRIBUTOR 


PACIFIC MILLS,LIMITED 
VANCOUVER, B.C. 
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| Across the Desk 
(Concluded from page 16) 

deep and 31” high. Heat is supplied by a 500-watt elec- 

| tric heater and two fans. 

| Further information is aavilable from any of the 

| Canadian company offices. 


J. & J.’s New 
Hospital 
Representative 


A recent ap- 
pointment, of in- 


» | terest to hospital 


| personnel, is an- 
| nounced by John- 
| son & Johnson 
| Limited. 

Murray Preston 
takes over the 
Northern On- 
tario and Quebec 

| territory, form- 
| erly covered by 
G. W. Black, who 
resigned recently 
to enter the re- 
tail field. 

Mr. Preston 
will make his 
headquarters’ in 
North Bay. 


New Appointment for 
H. E. Williams 


E. L. Frith, Presi- 
dent of Hotel & Hos- 
pital Supply Co., To- 
ronto, announces the 
appointment of Mr. H. 
E. Williams as Sales 
Manager. This com- 
pany specializes in 
towels, sheets, bed 
spreads and other tex- 
tiles for the institu- 
tional trade. 

Their address is 43 
Colborne St. 


Civil Defence Manual 


Civil defence is today a vital issue throughout the 


| free world. 


Pamphlets on Basic Chemical Warfare, Firefighting, 
First Aid, Rescue and Atomic Warfare are included 
| in a Manual of Basic Training recently issued by the 
Civil Defence Department of Britain’s Home Office. 
A complete set of 6, with appropriate binders, as 
well as pamphlets on training memoranda and an out- 
| line of civil defence in Western Union countries, can 
| be had for $2.70 from United Kingdom Information 
| Bureau at 10 Albert St., Ottawa. 
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Troy “Slyde-Out” Washers stop 
with load on waist-high cylinder 
partition where a scoop of the 
arm slides clothes out. Photos 
courtesy of American Hospital, 


Chicago. 


Slyde-Oul” 


e 


Troy 40” Atlas Extractor in 

same laundry. Features include 

patented “Center -Slung” sus- 
pension, automatic brake and 


Another view American Hos- 
pital laundry, showing Troy 

2-roll return-type Flatwork 
Ironer. Two Troy Minute-Man 

Tumblers in background. 
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NEW for topical therapy 
of localized infections 
with the newest 


broad-spectrum antibiotic 


Terramvei 


HYDROCHLORIDE 


for topical use 


An ointment of Crystalline Terramycin Hydrochloride in a petrolatum 
base. Each Gm. of ointment provides 30 mg. of Terramycin. 


highly effective in a wide range of localized skin infections 
—particularly valuable in mixed bacterial infections. 


well tolerated—may be used safely for long periods. 


stable—may be stored at room temperature for 12 months 
without significant loss of potency. 


Supplied : Tubes containing 1 oz. (28.4 Gm.) 


also: CRYSTALLINE TERRAMYCIN HYDROCHLORIDE CAPSULES 

250 mg., bottles of 16 and 100; 100 mg., bottles of 25 and 100; 
50 mg., bottles of 25 and 100. 

CRYSTALLINE TERRAMYCIN HypROCHLORIDE ELIx1R* 
1.5 Gm. with 1 fl. oz. of diluent. 

CrysTALLINE TERRAMYCIN HypROCHLORIDE OPHTHALMIC OINTMENT 
1 mg. per Gm. ointment; tubes of % oz. 

CrysTALLINE TERRAMYCIN HypROCHLORIDE OPHTHALMIC SOLUTION 
5 ce. dropper-vial containing 25 mg. for preparation of topical solutions. 


Order from your wholesaler These specialized dosage forms of Terramycin now provide opportunity 
Canadian Distributor for the physician to select that single medication or the combination best 
Cuarces ALBert Swirn, Limrrep suited for each clinical situation, thus affording greater effectiveness, flex- 
123 Liberty St., Toronto ee P n 
, ibilty and convenience in therapy. 
315 Youville Square, Montreal y ‘ 


Export Department Pfizer: CHAS. PFIZER & CO., INC., 81 Maiden Lane, New York 38, N. Y. 
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Beneventit Retractor 


Abdominal Surgery 


Illustration shows division of sigmoid and method of placing sutures to close 
distal end of bowel in abdominoperineal resection of rectum. 
Exposure maintained by Beneventi Retractor. 


Consul ‘your dealer Catalogue No. 5002 


ESTABLISHED IN 1900 << BY REINHOLD WAPPLER 


FREDERICK J. aieibe: President 


| ae 


_V24V-LAFAYETTE AVENUE NEW YORK 59, N. Y. 
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Size 1 Model SBV 


Size 2 Model V 


Two New Centrifuge Models 


time-proven features found in their predecessors — the Size 1 Type SB and Size 2 machines 


T= New International Size 1 Model SBV and Size 2 Model V Centrifuges embody the many 


and in addition incorporate important engineering improvements. A transformer-type 
speed controller replaces the resistance rheostat heretofore used and the Centrifuges are now 
shipped to you mounted on a permanently attached sub-base equipped with casters. 


Speed Controller 


Stepless, uniform speed control throughout 
the entire range is achieved and troublesome 
heating of — and heat radiation from — the 
controller is eliminated. Controller and two- 
hour automatic timer are mounted in an at- 
tractive enclosing cabinet conveniently lo- 
cated on the side of the Centrifuge steel guard. 


Sub-Base Mounting 


No assembly of any kind is necessary. No 
separate portable stand to bother with. 
Simply uncrate the completely assembled 
unit, wheel it to the electric outlet and plug 


it in. Specially designed vibration damp- 
eners, incorporated in the sub-base, provide 
maximum absorption of horizontal and vertical 
vibration and prevent their transmission to the 
floor of the laboratory. 


Accessories 


All interchangeable heads, shields, cups, 
and attachments listed for the discontinued 
SB and Size 2 machines fit the new models. 
Thus the Model SBV and Model 2V offer the 
same versatility and adaptability to your re- 
quirements. Send today for descriptive Bulle- 
tins V-1 and V-2 containing complete details. 


INTERNATIONAL EQUIPMENT COMPANY 


1284 SOLDIERS FIELD ROAD, BOSTON 35, MASS. 
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voix Lever? qs 
HOSPITAL 


me ~~ Another 
Gets “high quality aal CANADIAN 
linens for our patients ata < At SSUb-0 
Laundry 
Installation 


ail i if Complete Laundry Equipment Service 
Seem = for Smallest to Largest Institutions 


| Ube FD. Learn How You Can Save Floor Space, 
Time, Labour, Fuel Supplies and Linen 


This modern-design Hoffman 
Washer processes loads with 
maximum economy. 


Fast, high-quality flatwork is 
produced on this Hoffman 2-roll 
Chest-type Flatwork Ironer. 


INSTITUTIONAL - +» DIVISION 


CANADIAN HOFFMAN MACHINERY CO., LTD., 126 DUNDAS ST. W., TORONTO 1, ONT. 
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DEPENDABLE 
SANITATION 





YOU may depend 


on YOUR particular problem being 


given specialized study! “TALL PINE” Terrazzo Cleaner 


NEUTRALUSTRE the alkali-re- 
YOU may depend sistant cleaner which cleans as 


it shines. 


on each product we sell! GIBSONAL the new De-lonizing 
principle cleaner which elimin- 


YOU may depend ates rubbing and scrubbing. 
ROCKWAX the pure hard-finish 


on the integrity of our standards! lustrous wax. i 
SURGOPLEX the finest in sur- 


YOU may depend gical soaps. 


on OUR ability to give YOU satis- SURGICAL SOAP% containingG11 
faction! VAPORACK double strength de- 
odorant blocks. 


LILY souffle cups and drinking 
cups. 


Let US demonstrate OUR dependability —and other floor cleaning and 


to YOU sanitation products particularly 


WE CAN PROVE IT adaptable for hospital uses. 


© 











LIMITED 
Sanitation Products and Floor Treatments 


TORONTO MONTREAL 
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Cur Coda 


with Tri-pad* Disposable Underpads! 


1 Saves nurses’ time: 
Soiled TRI-PADS can be replaced 
in a second... takes several 
minutes to replace bed linen and 
remake a bed. 


Saves laundry time: 
- Bed linen laundered less 
frequently. 


Saves sheets : 


Fewer sheets required. 


$aves-rubber sheeting : 
Disposable TRI-PADS may be 
substituted for more expensive | 
sheeting. 


$aves money: 
TRI-PADS cost less than average 
hospital-made pad. 


There's no upkeep with TRI-PADS—just use, 
then discard. Made with soft, Masslinn* 
non-woven fabric covering and 

multiple layers of absorbent 

tissue with strong, repellent 

paper backing. 

Write for samples today! 
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HOSPITAL-SANATORIUM, ST. JOSEPH DE ROSEMONT, MONTREAL 


At HOSPITAL-SANATORIUM 
ST. JOSEPH de ROSEMONT 


MONTREAL 


REFRIGERATION 


IS FURNISHED BY 


UNIVERSAL COOLER 


EQUIPMENT — INSTALLED BY 


McDONALD & WILSON LIMITED 


Universal Cooler Distributors — Montreal 


Mercier, Architects 





Refrigeration comprises: 





An Ice Cream Hardening Room — minus 20° 
—an Ice Cream Storage Room 0° ...a 
Frozen Meat Storage Room 0°... served by 
two 3 h.p. Universal Cooler Condensing Units 
operating in parallel. 











Eight Cold Rooms... 2 for meats. . . 2 for 
vegetables .. . 2 for dairy products... 1 
for fruits and 1 for pastries—are served by a 
panel or gravity cooler mounted on ceilings 
powered by two 3 h.p. Universal Cooler 
Condensing Units operating in parallel. 

Two 300-lb. bulk Ice Cream makers are oper- 
ated by a 2 h.p. Universal Cooler Condensing 
Unit. 

All machines are equipped with automatic 
thermostats. 


Universal Cooler will be glad 
to furnish information regard- 
ing refrigeration equipment for 


any requirement. WERSAi COOLER 
UNIVERSAL COOLER COMPANY LIMITED AFFRICERATION 
on BE 01 Ctetylarpose 
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eves 80 mally 
ospilals use 


sterilizers 


adlanivdy 


SAFE, SIMPLE, RELIABLE 


You can be sure every Scanlan-Morris 

Sterilizer always will be ready for 24-hour 

duty, for it is the essence of modern, trouble- 
free simplicity. Long, slowly withdrawing fingers 
on, autoclave doors, A example, provide simple, 
positive protection against release under pressure. 


EFFICIENT SERVICE 


Extra years of use without costly upkeep or 
replacements is another advantage you enjoy 
with strong, simplified Scanlan-Morris Sterilizer 
construction, Twenty-five to 35 years in constant 
use is common. The same Ohio representative who 
services your Ohio-made operating tables, lights, 
gas apparatus, etc. also checks these dependable 
sterilizers, No extra-cost service contracts — 

your own hospital personne! can maintain them. 


FOR EVERY PURPOSE 


From more than 150 types and sizes of 
Scanlan-Morris Sterilizers you can choose the 
ones which fit your requirements exactly. Your 
selection may include anything from portable 
instrument sterilizers to man-high disinfectors 
— recessed or exposed autoclaves for every 
et — steam, gas, or electrically operated 

atteries for the most complete central 
service department. 


EXPERIENCED PLANNING AID 


Your own individual problems, whether 
replacing obsolete equipment, modernizing 
a central service department, or designing 

a new hospital, will find the most ideal 
solutions in the Ohio Planning Department. 
Suggested plans and specifications developed 
for your specific needs will be submitted 

on request without obligation, 

















Write for 52-page catalog (Form 1667) 
containing complete descriptions of Scanlan- 
Morris Sterilizers of all types. 
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You can make nurses’ work easier 
with the new MEDICINE 


DIXIE CUP COMPANY (Canada) LTD. 


‘'Dixie’’ is a registered trade mark of the Dixie Cup Company 


MEDICINE 


QUES 


New Medicine Dixies are now available for sick- 
room use. Handy for medicines, pills, mouth- 
washes, and gargles, they are marked with 
graduations in CCs and fluid ounces. “Clock 
face” can be marked for time of next dosage. 
There’s even a place to mark room and bed 
numbers. 


Just think of the nurses’ valuable time that can 
be saved. No more trays of heavy glasses—easier 
measuring, no pouring from one thing, then into 
another—no disposal problem, no glasses to take 
back to the pantry. 


And... there’ll be a big saving in other labor 
costs. No glasses soiled with difficult-to-clean 
mineral oils. Less washing, sterilizing, sorting, 
stacking! Less trips back and forth to the dish- 
washer! 





BRAMPTON, ONTARIO 
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Heartiest Congratulations 


to the 


HOSPITAL for SICK CHILDREN 


on the opening of their modern new building 





Today, we are proud to pay tribute to the Hospital for Sick Children! 


We know that countless thousands of children and parents across 
Canada will receive benefits unlimited from the opening of this 
magnificent new building . .. which makes it possible for an honored 
institution to give still wider services and offer still greater 
protection to the health of the children of Canada. 





We, at WEAR-EVER, feel privileged that our WEAR- 
EVER ALUMINUM COOKING UTENSILS have been 
in continued use by this fine hospital for so many years 
wean evn ... and we are pleased that they are included in the new 


“ equipment for the diet ward and main kitchen. 


ALUMINUM 


ofy/ ALUMINUM GOODS LIMITED 


. ° 
et as 158 Sterling Road Toronto 
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Most dependable material 
for hospital service 


hs a Left: Surgeons’ wash-up sink of 
Crane Duraclay, pictured in the 


OB examination room of a modern 
Lying-In Hospital. 








Pictured below are selections 
from the Crane Hospital Cat- 
alog. Write for your copy. 
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DURACLAY™* SINKS __ ttsrtuccane pare 


autopsy table, model 
C7021. 


from the broad Crane Line 


When you know the advantages of Duraclay, no other choice is possible. 

Duraclay is unaffected by scalding liquids. Acids do not harm it. re 

does not crack or craze despite years of constant usage. And a quick once- 

over with a damp cloth leaves it bright and sparkling as new! 7 : 
Truly, Duraclay is the most dependable material ever devised for nage gh 

hospital service. ‘ mended for use with 
You can expect that kind of quality from Crane, the best-known name | , antepey table, 

in the field. You'll find it not only in a complete line of Duraclay sinks 1 Left: 

and baths — but also in the wide variety of specialized equipment with get ncn ga 

which Crane meets every need in hospital plumbing. t topsy table, automat. 
Ask your Crane branch, Crane wholesaler, or plumbing contractor for — Coorong ly 

full information when you plan a new plumbing installation or modernize ‘ 


iliti *DURACLAY exceeds the rigid tests imposed 
your present facilities. on earthenware (vitreous glazed) established in 


CRANE LIMITED — GENERAL OFFICE: 1170 Beaver Hall Square, Montreal Simplified Practice Recommendations R-106-41 
CRANE “sors 
PLUMBING ® HEATING 


NATION-WIDE SERVICE THROUGH BRANCHES, WHOLESALERS and PLUMBING AND HEATING- CONTRACTORS 
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Obiter Dicta 


Medical Audit Safeguards Medical Practice 


N the December issue of the Canadian Medical 
I Association Journal appeared a short editorial com- 

ment on “Medical Audits in Hospitals”. It dealt 
briefly with the difficulty of achieving good medical audits 
and seemed to leave the feeling that if they cannot be 
top-notch, why bother? We choose to believe that this 
approach is a subtle twist by an experienced editor to 
stimulate discussion of a vital matter, rather than an 
evaluation or reasoned statement on the subject; that 
it is an opening shot to impress upon medical staffs the 
value and urgent need of the medical audit. If this is 
not the case, we fear that the medical profession is 
guarding its citadel, its community-given right of self- 
discipline, with shaky defences. 

There are several methods of evaluating or auditing 
the medical work in a hospital. It can be carried out by 
the medical staff as such or by someone who is not a 
member of the staff. The latter may be a trained medical 
investigator but, while this system has some advantages, 
it is not highly favoured either by hospitals or medical 
staffs in this country. 

In several provinces and states the problem has been 
met in part by the appointment of medical inspectors of 
hospitals in health departments. An extension of this 
method of examining the quality of hospital care offers 
possibilities which may not be altogether welcomed by 
the profession. 

The provincial Colleges of Physicians and Surgeons 
have not extended their jurisdiction to a close examination 
of medical practice in hospitals. This has been limited 
to careful examination of entering qualifications and, 
after entry, to a distant audit that is effective only if 
there has been gross and obvious carelessness concerning 
the rules and ethics of good»medical practice. Nor have 
the Colleges been equipped to carry out the continuing 
medical audit necessary in every one of Canada’s hospitals. 

There remains, in the realm of practicability, one 
method and it is the method of choice. It is medical audit 
at regular intervals in each hospital by its own medical 
staff. This is possible because (a) staff members are 


FEBRUARY, 1951 


continuously available, and (b) they are familiar with 
the local situation, which is of real importance. If there 
is the will, backed by honesty and integrity, there can be 
complete objectivity in the course of the audit. 

The fact that medical audits have not been introduced 
into more Canadian hospitals can be squarely placed at 
the doorstep of the medical profession. The mechanics 
are simple, the cost is not great, administrators are 
anxious to introduce it, yet little has been done. One 
cannot help but wonder if the profession is ready to 
waive its own right of self-discipline. 

At the same time, one of the cries most frequently 
heard from the medical profession is that there must be 
no outside control, that the practice of medicine must 
not be handicapped by outsiders, and we agree. But in 
only a few hospitals in this country does the medical staff 
take concrete, considered action in the form of medical 
audits to evaluate their work. 

Certainly, as the above editorial points out, there must 
first be ideals and high standards but these alone have 
not and cannot achieve a balanced statement in every 
hospital. In medicine, as in business, there are always 
a few who can jeopardize the reputation and standing of 
honest colleagues. Medical audit, like financial audit, not 
only provides discipline and applies controls to protect 
the profession itself but, of even greater import, pro- 
tects the public who cannot themselves evaluate the 
quality of care. 

But the medical audit has further values. It is an 
educational experience, a searching for and examination 
of results, a dispassionate review which leads to better 
diagnosis and better treatment for each patient. It is 
an organized way of doing what every good doctor wants 
to do himself. 

No one can do a medical audit as well as the alert 
medical staff who realize the inherent value of it, accept 
the system wholeheartedly, and work at it diligently. We 
believe that medical staffs of all hospitals, large and small 
and of every type, should take it up without delay. If 
they do not, someone else may accept the task—-some 
outsider! We must keep our house in order for the good 
of all concerned; let’s get started today. 
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Open letter to 
the Honourable the Ministers of Health 
and their Colleagues. 


Re: Financing Schools of Nursing 





Dear Sirs: 


This issue of “The Canadian Hospital’ is largely devoted to current construction 
trends and projects. It reflects the emphasis that has been placed on the shortage of hospital 
beds in recent years. However, for some time past it has been apparent that the number 
of hospital beds has out-grown by far the number of trained personnel required 
before those beds can be made available to patients. It would not, unfortunately, be 
possible to devote an entire issue of this magazine to the results of personnel training 


programs, but we would like to draw your attention to this very urgent problem now. 


You will recall that it did not take long at the beginning of the last war to construct 
camps and aerodromes but it did take time to build up the staffs to make them effective 
units in our war effort. It appears that we in the health field have fallen into the 
same error. Fortunately, this time we can act to correct the situation before it becomes 
irremediable. 


As you well know, when it comes to maintaining staff in the hospitals under your 
own control, there are shortages in all categories of specially trained workers. To 
illustrate, let us consider the nursing profession. 


Your interest and support in the organization and operation of schools for nusing 
assistants (we should settle on a standard name soon) has been one of the most 
significant post-war developments in the health field. The fine work being carried out 
by these girls (and a few boys) in all types of hospitals merits the acclaim of the whole 
community and, we know, your continued support. More facilities and more staff 
are required for nursing assistant programs. Not only are these trained personnel in- 
valuable in the health field today but they are also an accumulating asset for our civil 
defence forces, and at no extra cost. 


But, the crucial point to consider with regard to the nursing shortage is the lack 
of facilities for training registered nurses. Hospital and university schools of nursing 
have increased their enrolment considerably since 1944 but this increase still does 
not match the extension of hospital and other health facilities. Now we are beginning 
to recruit for the armed services and will be adding more health services in our growing 
industrial plants. Can we afford to lag behind any longer in the matter of nursing 
education and accommodation? 


For the spring session, won't we need some real discussion from the floor about 
what can be done? Certainly nursing schools require help in increasing facilities to 
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handle larger classes and, of course, they require more rooms and equipment for teaching. 
In assisting them, it would seem that some fixed percentage of the total cost would 

be a better arrangement than a grant per bed. The facilities of some of our best schools 
have become threadbare through long usage and will need some renovating to attract our 
modern youth. Larger teaching and supervisory staffs will be required and, therefore, 
more bursaries and scholarships are a must. 


There is another critical problem in this situation that requires your interest if 
any real solution is to be found. Some years back it was possible for hospitals to break 
even or perhaps profit by operating a nursing school. For the past decade at least, 
this position has been reversed since more and more student time is spent in academic 
study, thus cutting down the number of hours students can spend in nursing on the wards. 
Of course, as a result we are obtaining better nurses and nursing service but the cost 
is being borne by the patient as room rates rise higher and higher. It would seem 
that the only way to maintain and extend a nurse training program is to make the 
patient pay more, and that’s hardly cricket. 


Cannot a more just solution be found for this problem? Help from an outside source 
would be invaluable and it would appear, Sir, that governments, that is the people at 
large, will have to come to the rescue. The first fifty years of nursing education have 
been carried by the hospitals, their staffs, and their patients. Now the situation has changed 
so much that we shall require your aid to help us over the next fifty years. 


It will take some figuring to work out all the ways and means of assisting 
schools of nursing in hospitals and in universities but, until all angles can be examined, 
why not start with a flat grant of $100 to $200 per student per year? This will not 
by any means cover the cost but would help until we set up the standards and controls 
necessary to protect this financial aid. The public wil! doubtless be enthusiastic because 
they have been calling for more nurses every hour of the day and night. And we must 
remedy the nursing situation this year or we won't be able to use all of our shiny 
new beds. 


We could discuss other personnel in the same way since most of them receive a 
large part of their training in the hospitals. We should discuss this, too for the patient 
doesn't realize that part of the bill he pays is for education. However, if we can get the 
nursing school problem into shape promptly, then we can turn our energies to the 
other groups. 





If you would like a copy of this letter for your colleagues, and those fellows 
across the floor, please drop us a note. If you can spare a moment before you go to 
the House, or afterwards, we would like to hear from you. Your hospital association, the 
nursing association, and doubtless the medical association too, have all been studying 
this question and will be glad to discuss it with you at your convenience. For only 
by bringing this problem out in the open, can we do something about it — together. 


Sincerely yours, 





L. O. Bradley, M.D., 
Executive Secretary, 
The Canadian Hospital Council. 


P.S.—If you make a speech on the financing of nursing schools, would you send along 
several copies, please. 


FEBRUARY, 1951 





New Hospital for Sick Children, Toronto 


Part II 


OW that we have considered 

the basic ideas underlying 

our planning at considerable 
length, perhaps a brief description 
of the building floor by flovr will 
more quickly indicate how the whole 
structure has been laid out. 


Pipe Space and Storage 

This area, largely below ground, 
contains most of the mechanical 
equipment for the entire hospital 
insofar as heat, light, power, and 
other related services are concerned. 
Our steam for heating and other 
purposes is purchased from the 
Toronto General Hospital which is 
near by. Bulk storage space for all 
departments is also provided under- 
ground. 

Service Floor 

This floor contains the main kitchen 
and storage which serves the whole 
building, together with a cafeteria 
for personnel and a snack room 
where visitors and staff may obtain 
the lighter varieties of refreshment. 
A hydro-therapy pool and its sub- 
sidiary equipment, such as whirlpool 
and Hubbard bath, is located here 
as part of the main physiotherapy 
department which is on the floor 
above. Also on this floor are rest 
rooms and locker space for all hos- 
pital personnel, including facilities 
for university students, private duty 
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nurses, and so forth. The central 
record room is located at this level 
so as to be easily accessible to incom- 


Joseph H. W. Bower, B.A.Sc., M.E.LC. 


Mr. Bower was appointed superin- 
tendent of the Hospital for Sick Chil- 
dren in 1928. Immediately he began 
studies for the new hospital, having 
had considerable experience in such 
planning. Due to the depression of the 
thirties and World War II, the project 
had to be abandoned until 1945. On 
this page, Mr. Bower concludes his 
outline of this tremendous task which 
reached its climax when, after a week 
of public viewing, patients were moved 
to the new building this month. 


SER VING 
SICK 
CHILDREN 


ing and outgoing physicians, as well 
as to its own storage area which is 
in the pipe space immediately below. 
This room is connected with all de- 
partments by means of a pneumatic 
tube system. 

Main Floor 


Admitting, emergency, and out- 
patient departments are on the main 
floor. Admitting and emergency are 
reached from Gerrard Street (on the 
north side) through a_ covered, 
double, porte-cochére type of struc- 
ture; while the out-patient depart- 
ment, which is a very large service, 
is reached from the west through a 
University Avenue entrance. One of 
the unusual features of this depart- 
ment is the inclusion of an x-ray 
division. This will obviate for all 
time the undesirable feature of out- 
patients intermingling with  in- 
patients, and thus avoid not only the 
fear of cross-infection but also much 
confusion. 


In connection with the department 
of otolaryngology, there is a very 
specially designed set-up on this floor 
for continued research in aid of 
hard-of-hearing children. This is a 
privately sponsored project and no 
efforts have been spared to make 
the physical facilities as complete as 
possible. 

Milk laboratories for the entire 
hospital are on this floor, so located 
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Lobby within main en- 
trance with double 
stair leading to first 
floor lounge. Wall 
panelling is of ply- 
wood in light natural 
tones; bannisters are 
of polished metal. 
Painting of John Ross 
Robertson, patron of 
the hospital, has place 
of honour. 


Spacious first floor 
lounge or waiting room 
also has light wood 
finish. The stained 
glass window (right), 
erected by John Ross 
Robertson in memory 
of his wife and daugh- 
ter, was moved from 
the old building. A 
small chapel is just off 
this alcove. The com- 
fortable lounge furni- 
ture is upholstered in 
Kalistron, a new plas- 
tic material, both soft 
and durable. Hues are 
rich and varied, lend- 
ing colour to the room. 
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that distribution of milk products 
throughout the building is easily 
accomplished. In this connection, 
teaching rooms for parents have also 
been provided. 


First Floor 


The so-called first floor of the hos- 
pital is reached through the main 
entrance on University Avenue. Main 
business offices, as well as those for 
the heads of the major clinical serv- 
ices, and consulting rooms for full- 
time medical men, are located here. 
There are also a nurses’ administra- 
tive office and nurses’ demonstration 
and teaching rooms. Two auditoria 
are located here, a larger one which 
will seat approximately 275 and a 
smaller one with a capacity of about 
85. This floor also contains a library, 
a medical museum, and the main 
dining room. The latter is laid out 
as a cafeteria but table service can 
be given when the occasion demands. 


Second Floor 


Operating rooms for general and 
orthopaedic surgery, otolaryngology, 
and ophthalmology are found on this 
floor. They are on the north side, in 
the centre section of the building, 
immediately below the surgical] floors, 
and are serviced by an elevator in 
the north wing. The x-ray depart- 
ment occupies about a third of the 
floor area and includes angiocardi 
ography and electroencephalography. 
The dentistry section is also located 
here and has complete facilities for 
in- and out-patients, research, and 
teaching. All these services are 
closely related with one another. 


Third Floor 

This floor is devoted exclusively to 
routine laboratories and research. In 
addition, a very complete department 
of visual education with accommoda- 
tion for photography and medical 
artists has been set up. The depart- 
ment of genetics is here and also the 


Left above: (a) Typical 6-bed ward. 
Simple metal furniture enamelled in 
soft tones. 


(b) Cubicles with incubators for prema- 
ture infants are of glass and arranged 
in bank Corridors between enable 
parents to obtain a close-up view. 


(c) Play room for young up-patients. 


Washroom at right has required facili- 
ties scaled to size. 
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central supply department which is 
connected directly with patient floors 
above by two electric dumb waiters. 


Fourth to Seventh Floors 


Patients at the public ward level 
are located on these floors. Generally 
speaking, there are four wards per 
floor, each pair of wards serviced by 
a double nursing station. Every ward 
unit is complete in all respects and 
requires no inter-change of personnel 
or equipment. 

The fourth floor is largely for 
infants up to two years of age. Each 
child has a separate cubicle, complete 
in every respect, and equipped with 
an ultra-violet germicidal lamp. The 
cubicles are planned in units of two, 
four, and six, with glassed-in visiting 
corridors between so that parents 
may see but not come in contact with 
the patient at any time. 

For the older patients, there has 
been a liberal distribution of single 
rooms where seriously ill cases re- 
quiring isolation and special atten- 
tion may be accommodated. Besides 
these, the balance of space varies, 
with rooms accommodating two, four, 
and six patients. Surgery has the 
largest number of multiple bed rooms 
as cross-infection in the surgical 
division is less frequent than in the 
medical division. Every patient room 
in the hospital is equipped with a 
basin and with one or more out- 
lets, supplying piped-on oxygen, and 
piped-on suction or vacuum. These 
two services will eliminate for all 
time the cumbersome distribution of 
oxygen tanks and the equally un- 
wieldy distribution of suctien tables 
and their maintenance. 

While our number of up-patients 
is relatively few, since most of these 
are located at our Country Branch 
Hospital at Thistletown, special 
rooms for up-patients together with 
facilities for their instruction and 
amusement have been provided. One- 


Right above: (a) Physical therapy 
treatment pool, with stretcher lowered 
into water. (Tele. Photo.). 


(b) Children’s waiting room in out- 
patient department. Colour scheme in 
two tones of blue-green with Kalistron 
covering on lower wall. Murals add 
interest and charm. 


(c) Typical nurses’ station, command- 
ing long view of nursing unit. 
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half of the seventh floor is set aside 
for infectious cases. Special plan- 
ning of facilities provide for com- 
plete isolation of everything relating 
to the care of these patients. 


Eighth and Ninth Floors 


These floors are for private and 
semi-private cases. There is nothing 
different in the way of hospital serv- 
ice but physical accommodations are 
more attractive and space allotments 
somewhat more liberal. 





Upper Left: Scene in a ma- 
jor operating room. (Tele. 
Photo.). 


Centre: Central sterile sup- 
ply, showing large contain- 
ers of sterile water. (Tele. 
Photo.). 


Left: Corner of a comfort- 
able lounge for physicians. 
(Photo. courtesy, T. Eaton 
Co.). 
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Upper Right: View of milk 
laboratory with sterilizer in 
rear wall and polished metal 
work tables. 


Centre: Among the many re- 
search divisions, these rooms 
are reserved for studies in 
virology. At the right is 
seen a carbon dioxide ice 
chest for preserving viruses. 
The department has _ two 
high speed centrifuges. 
Lower Right: Gleaming steel 
autopsy table is of the most 
modern design. 
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With the ever-increasing number 
of patients who have benefits under 
some prepaid hospital and medical 
care plan, we feel that the sharp 
distinction between public and pri- 
vate patients will gradually lessen 


and possibly disappear altogether. 
This has always been uppermost in 
our minds in the planning of patient 
accommodation and we think that in 
the future such accommodation will 
be based more on the type of space 
that the patient wants and can afford 



































to pay for rather than on any other 
distinctive classification. We believe 
that the layout in our new hospital 
will suitably meet this condition as 
it arises. 

Tenth Floor 


There are two sections on this 
floor. A ward for premature infants 
is on the north side and has been 
located at this high level so that it 
may be as free as possible from 
general traffic conditions prevailing 
on the floors below. Premature in- 
fants will be treated in incubators 
in individual cubicles protected by 
ultra-violet germicidal lights and 
piped-on oxygen and suction. The 
planning of this area has had special 
care and is, we believe, somewhat 
unique. 

The southerly half of this floor is 
devoted exclusively to the care of 
infants at the private patient level. 
The accommodation is exactly sim- 
ilar to that of the public ward except 
that instead of individual cubicles, 
each baby has an individual room 
equipped with complete services as 
a nursing unit. 


Eleventh Floor and Pent House 

This top floor is designed as a 
large conference room which will be 
used to hold meetings. In addition, 
there are three smaller rooms suit- 
able for small gatherings. 

The penthouse, approximately two 
storeys in height, rises above the 
eleventh floor and contains machinery 
for the main bank of elevators, fan 
rooms, and so forth. 


Additional Features 


In the foregoing general descrip- 
tion there has been occasional men- 
tion of special features. By way of 
conclusion to this article, it might 
be well to summarize some of the 
more outstanding and interesting 
items relating to this project. 

The building is utilitarian in de- 


Left above: (1) Corner of staff dining 
room. (Photo. courtesy of T.Eaton Co.). 


(2) Long view of same room showing 
window drapes reflected in mirrored 
pillars. 


(3) Cafeteria serving counter leading 
to room shown above. There are also 
three private dining rooms for lun- 
cheons or dinner conferences. 
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sign and little attempt has been made 
at architectural embellishment, by 
the way of stone trim, et cetera, be- 
cause of the cost involved. The 
framework is of structural steel, all 
joints being welded on the job to 
avoid noise and disturbance to the 
patients in the Toronto General Hos- 
pital which is nea. by. The walls 
and partitions are of brick and tile. 
Floors are constructed with bar 
joists, finished in terrazzo through- 
cut, cept in special areas. The 
building is equipped with five high- 
speed elevators, two service elevators, 
electric dumb waiters, with space 
available for two additional elevators 
if and when required. All outside 
walls are heavily insulated against 
heat transmission and all windows 
are of the reversible, double-hung, 
double-glazed type. 

Except in certain special areas, the 
building is heated by a forced hot 
water system and steam for this and 
all other purposes is purchased from 
the Toronto General Hospital power 
plant. This arrangement has resulted 
in substantial savings in capital and 
operating costs and minimizes smoke 
nuisance in the immediate area. 

Oxygen and suction are supplied 
from central sources and_ piped 
throughout the hospital to every pa- 
tient room in the building where 
there are one or more combination 
outlets for these services. Air pres- 
sure is also piped to other areas 
where it is required. 

The telephone arrangement is the 
“internal dial system”. The doctors’ 
call is of the audible type. A pneu- 
matic tube system, having twenty- 
five stations throughout the hospital, 
assures quick transportation of his- 
tories, records, dispensary supplies, 
specimens, office memoranda, et cet- 
era, to all departments. 

A laundry chute servicing all floors 
assures quick delivery of soiled linen 
to the laundry. 

(Continued on page 122) 


Right above: (1) Steam tables and 
serving counter in employees’ cafeteria, 
showing decorative murals on walls of 
the dining room beyond. 


(2) Stainless steel pot sinks in one sec- 
tion of the vast kitchen area. 

(3) A large gas bake oven, with stain- 
less steel casing, revolving trays, auto- 
matic temperature control, and most 
efficient safety devices. 
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1. The Trustee 


(9: Chairman of a Hospital 
Board contemplating the con- 
struction of a new hospital or 
a substantial addition must be pre- 
pared, first, to occupy the chair a 
great deal more often and longer 
than he ever did before, and at the 
same time learn not to stay glued 
to it. 

This simply means that he must 
give a great deal of time to studying 
and planning the needs of the com- 
munity and the facilities to be pro- 
vided. In this he must work con- 
stantly with his board and adminis- 
trator, together with architects and 
key members of the nursing and 
medical staff. This cannot be done 
successfully, however, by merely hav- 
ing discussions and meetings. No 
matter how expert the architect or 
how able the administrator—in fact 
the better qualified they are, the 
more they will insist upon it—in- 
spection tours of other institutions 
should be made, and preferably as a 
team. If a picture is worth a thou- 
sand words, then an on the spot 
observation of actual working condi- 
tions is worth ten thousand words— 
written or spoken. This is so because 
you and your board are the ones who 
must finally decide the type, and par- 
ticularly the cost, of the construction 
to be undertaken. The public who 
provides the much needed funds, 
whether it be voluntary gifts or their 
taxes, will depend on you as their 
representative to build a hospital of 
which they can be justly proud and 
that represents the best possible 
value for money expended. 

Right here is one of the most im- 
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j Time and Energy 
\ must be Devoted 


C. N. Weber, 


Chairman, 
Kitchener-Waterloo Hospital 
Commission, 
Kitchener, Ontario. 


portant steps and where a decision 
of far-reaching effect must be made. 
Low cubic or square foot costs by no 
means necessarily represent the best 
value. Per bed costs are just as likely 
to be misleading unless the compari- 
son includes data on all the items 
that make up the total capital outlay, 
such as hospital construction for 
patients, nurses and staff to serve 
the patients, mechanical services and 
plant, roads, walks, landscaping, fur- 
niture, furnishings and equipment, 
fees for achitectural, engineering, 
legal, and inspection services, et 
cetera. Hospital buildings are used 
for so many years that the extra 
money spent now for labour-saving 
equipment, maintenance economy, 
and patient comforts, can pay the 
biggest dividends. I could provide a 
lengthy list of construction details 
and equipment that should receive 
careful consideration, but I feel this 
is the architect’s and administrator’s 
responsibility. A good hospital archi- 
tect will insist that all or as many 
as possible of these be included in 
the plans, but unfortunately, there 
are always builders, yes and archi- 
tects too, who are ready to do an 
inferior job for less. The other ex- 
tremes of paying too much for frills 
and extravagant luxuries is just as 
unsound. This is where business 
training and acumen stand you in 
good stead, but it is well to be on 





A Sym 


Co-operation is the Keynote in 


guard as each super-salesman will 
try to sell you his own prize package. 

After the tenders have been re- 
ceived and contracts are being placed, 
the board can again make a real con- 
tribution by careful guidance and 
direction. Most board members have 
considerable experience in such mat- 
ters, gained from their private busi- 
nesses, where not infrequently errors 
in judgment affect their own bank 
accounts. Reliability, plus experi- 
ence in similar undertakings are the 
prime requisites and best qualifica- 
tions for entrusting what are now 
usually large contracts to any bidder. 
This has been especially true during 
recent years when the material and 
labour markets were most unstable. 
There are numerous ways of letting 
contracts to take care of these condi- 
tions, such as _ having escalator 
clauses, cost plus basis, fixed fees 
with the owner paying for every- 
thing at contractor’s cost, and 
others; but finally they all depend on 
the integrity and dependability of 
the contractor. Again, this is a case 
where your ability in good business 
analysis will be tried. 


Quick Decisions 


Now, instead of having done prac- 
tically everything that can be ex- 
pected of you, your duties as a build- 
ing trustee begin to take on an almost 
routine form. Even with the best 
laid plans and most carefully selected 
specifications you will find that prob- 
lems requiring quick decisions arise 
almost daily. New methods and ma- 
terials are coming forward with such 
rapidity that one cannot take yester- 
day’s standard as final. This. is 
natural with all the building going 
on today and, particularly, hospital 
construction. Because most of these 
are only in the development stage or 
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Planning and Construction 


certainly not proof-tested for more 
than a few years, you must tackle 
the problem on your own and weigh 
all the potential advantages against 
risks and the usual higher costs. 
Again, not wanting to go into detail 
but as an example only, consider the 
new high-low or adjustable-height 
bed. First, is your hospital to stay 
with the old fixed- 
height type? do you 


conventional 
If not, then 


2. Administrator 


ECAUSE of the great need for 
B more hospital accommodation 
in this city, the administra- 
tors of Calgary General Hospital 
spent much time, over a period of 
years, preparing for the day when a 
new hospital could be constructed. 
Since the hospital is owned by the 
city, the Mayor and members. of the 
City Council, as well as the Hospital 
Board, expressed their views at 
length on the subject of required 
hospital facilities. Opinions of the 
medical staff and local Medical So- 
ciety were duly recorded and heads 
of hospital departments made sug- 
gestions. The public and the press 
were voluble. Opinions differed wide- 
ly concerning what should be done 
and who should cover the cost. 
Through the months of very salu- 
tary discussion and general airing 
of ideas, the administrators kept one 
principle ever before them, i.e., the 
hospital must be built and equipped 
to give the best possible service at 
the lowest possible cost. Briefly, it 
must be designed for economical 
operation. 
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wish a bed manually adjusted by re- 
peated turns of several cranks, or 
an electric or hydraulic type at sev- 
eral times the cost? What do you 
do in your own business? Help is 
scarce and expensive—speed is the 
order of the day. But are the extra 
funds available, and will the bed pay 
for itself or give the patient suf- 
ficient additional comfort or service 
(Concluded on page 88) 


{ Liaison Duties and 
\ Information Please 


James Barnes, 


Business Manager, 
Calgary General Hospital, 
Calgary, Alta. 


The City Council and the Hospital 
Board were, at the beginning, faced 
with three fundamental problems: 
(a) whether to abandon existing 
buildings and erect a new plant on 
another site; or (b) to build a new 
hospital on the present site and uti- 
lize certain existing facilities; and 
(c) size and scope of the new project. 
While the above bodies held joint 
meetings and heard communications 
from interested groups, hospital ad- 
ministrators were called upon to 
supply the information required in 
discussion. 

Questions 


answered dealt with 


revenues, expenditures, capital costs, 


hospital tax rate, number of persons 
awaiting admission, patient days by 
departments, number of operations, 
number of x-rays and laboratory 
tests. Requirements were listed for 
pharmacy and other special depart- 
ments to be included, with an esti- 
mate of probable future trends. Hos- 


pital records show the number of 
patients and patient days for matern- 
ity, female medical and surgical, 
male medical and surgical, paedia- 
trics, mental, et cetera. The number 
of patient days in general (standard- 
public) wards and semi-private and 
private wards can be computed and 
these are the basis of estimates for 
the percentage of each class of ward 
required. Due consideration must be 
given to the effect which excellent 
four-bed general wards in the new 
hospital will have upon the demand 
for semi-private rooms and any 
other changes which the immediate 
future portends. 

In the case of our hospital the City 
of Calgary, by vote of the rate- 
payers, settled the question of the 
site. It also decided upon the size, 
(determined by the number of beds 
and auxiliary services to be pro- 
vided) accepted the architect’s esti- 
mate of cost, arranged finances, and 
apprised the architect of the sum 
available for building andequipment. 


Consultation with Architect 


Administrators must realize that 
the architect is handicapped by the 
size and shape of a given site, a 
stipulated number of beds, and rigid- 
ly limited funds. In viewing plans, 
they must remember too that a vis- 
ible saving in capital cost may be 
lost again and again in unforeseen 
operational costs when a hospital is 
built under these limitations. 

In our case, the administrators 
consulted with the architect before 
preliminary plans were drawn. They 
gave him in writing many sugges- 
tions (their own and those of depart- 
ment heads) and outlined the reasons 
prompting them. They also referred 
to designs in books by acknowledged 
leaders in this type of construction, 
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to publications and information sup- 
plied by the Hospital Design Divi- 
sion, Department of National Health 
and Welfare, Ottawa, the Hospital 
Facilities Section, U.S. Public Health 
Service, and, on certain stated mat- 
ters, information from the Canadian 
Hospital Council. 


In this planning stage administra- 
tors must, of course, work closely 
with provincial government officials 
to make sure they comply with official 
requirements in order to obtain max- 
imum grants for construction and 
equipment as offered by provincial 
and federal governments. They must 
also remind the architect of provin- 
cial or local laws dealing with the 
safety of employees and provision of 
facilities (locker and rest rooms, 
lunch room, et cetera) for them. 

At this time, too, they must be 
prepared to indicate the areas where 


3. Consultant { 


HE hospital consultant has 
been a fairly recent additica 


to the lengthy list of those 
who follow specialized vocations. The 
pioneer on this continent was the 
late Dr. S. S. Goldwater of New 
York; he was followed by Charles F. 
Neergaard and then by the late Dr. 
Wm. H. Walsh of Chicago. 

This type of service has arisen 
because of the increasing complexity 
of hospital planning and the neces- 
sity that hospital expansion conform 
to long range trends in medical care 
and in sociological evolution. Con- 
sultants may work as individuals, or 
be grouped in a firm with other mem- 
bers especially qualified in various 
fields of investigation or develop- 
ment. Hospital consultants, as here 
referred to, are frequently former 
hospital administrators or’ others 
who have had long and intimate con- 
tact with the problems of hospitals 
and with the functional aspects of 
operation and planning. The _ hos- 
pital consultant should not be con- 
fused with the consulting architect 
or consulting engineer. Each has his 
own field of special knowledge, albeit 
overlapping in many details. On this 
continent recognized consultants are 
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sultant 


soft and hard water, suction, com- 
pressed air, and anesthesia must be 
piped, and also suggest arrangements 
for safeguarding narcotics in the 
pharmacy, the operating suite, and 
on the wards. It is wise to visit as 
many new hospitals as possible to 
glean ideas and compare results be- 
ing obtained by the use of various 
materials and equipment. 


Preliminary Plans 


Early plans must be checked care- 
fully by administrators, particularly 
with a view to achieving a layout 
which will permit maximum service 
with minimum staff. Points not 
readily conceded by the architect 
must be discussed again and again. 
A set of plans should be placed where 
members of the medical staff may 
examine them and they should also 


(Concluded on page 88) 


A Counsellor and 
Reader of the Future 


Harvey Agnew, M.D., 


Neergaard, Agnew, and Craig, 
Hospital Consultants, 
New York and Toronto. 


members of the American Associ- 
ation of Hospital Consultants, an 
organization with a rigid code of 
ethics. 

One of the major functions of the 
consultant is to be a reader of the 
future. The present day type of 
steel or reinforced concrete building 
should still be functioning a century 
hence and probably longer. While we 
cannot look that far ahead, we must 
so anticipate changes in medical pro- 
cedure, in nursing, in social legisla- 
tion, and in the relationships of 
medical practice, that the building 
continue to be “modern” for 
many decades—and could then be re- 
adapted with a minimum of expense. 

The work of the hospital con- 
falls into several related 
categories. 


will 


The Survey 


Frequently, an essential first step 
is to ascertain the hospital needs of 
the area. This is not merely the ap- 
plication of a simple formula to the 
present or projected population of 





the area—general formule are very 
misleading when applied to a given 
area—but involves a study of indus- 
trial trends, medical procedures and 
practices, regional geography, the 
provincial attitude towards social 
legislation, regional competition, the 
housing and financial status of the 
people and many other factors. This 
information materially affects the 
type and extent of facilities to be 
recommended. In his report the con- 
sultant frequently includes recom- 
mendations respecting site and may 
submit plot and area diagrams in- 
dicating broadly how a hospital could 
be developed on a given site, or 
how existing buildings could be 
altered or extended to provide added 
facilities. 

Frequently in this initial survey 
the consultant is requested to recom- 
mend over-all space allotments for 
each department and to indicate how 
these departmental areas should be 
grouped in the proposed construction. 

As most hospital programs today 
are handicapped by the obvious lack 
in the past of a master plan, such a 
plan should be outlined in any con- 
struction survey. 

In some instances the survey may 
be requested not by a hospital but by 
a city or a province and may relate 
to a number of hospitals. 


The Planning Stage 

During the planning stage the con- 
sultant works closely both with the 
architect and the building committee. 

It. should be emphasized that the 
hospital consultant does not provide 
the plans nor does he draw up the 
specifications; these are the func- 
tions of the architect. The ethical 
consultant is really advisor to the 
building committee and to the archi- 
tect. He first advises the committee 
on what should be provided in the 
new building, to what extent and how 
this should be arranged; he then ad- 
vises the architect on the functional 
aspects of the planning and particu- 
larly on the many details which are 
essential for efficient and economical 
daily operation. Moreover, as one 
hospital architect stated recently, 
“He can screen for us the many and 
frequently conflicting suggestions 
and recommendations which so many 
people press on us, often when the 
drawings are well advanced.” 

The consultant with his long ex- 
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perience in the operation and main- 
tenance of hospitals built in the past, 
knows what has worked satisfactor- 
ily and what has not. In new hos- 
pitals being planned and constructed 
many new ideas are developed. The 
consultant is in a position to suggest 
many details for the specifications 
which will make for comfort of the 
patient, convenience in service, and 
economy of maintenance—hardware, 
communication systems, sterilizers, 
plumbing, heating, ventilating and 
alr conditioning, et cetera. 


Organization and Management 


‘he hospital consultant may be 
called upon to advise with respect to 
various aspects of administrative 
organization. In some instances the 
study may be focused on the medical 
staff and its organization. The Board 
of Trustees may ask for a study of 
the hospital by-laws or of the board’s 
own composition and responsibilities. 


Financial Arrangements 


When an initial survey is required, 
the usual arrangement is to charge 
a certain sum, plus travelling and 
maintenance expenses. This sum will 
vary, of course, with the nature and 
extent of the work to be done. A 
common arrangement is then to 
credit a portion of the charge for 
the survey, usually one third, upon 
the amount charged for the planning 
stage. 

The fee for acting as consultant 
during the planning stage is usually 
a percentage of the cost of con- 
struction and fixed. equipment, but 
not including other costs, such as 
land, architects’ fees, furnishings, et 
cetera. 

Many architects are widely experi- 
enced in hospital design; neverthe- 
less, the experience of the consultant 
in problems arising from the actual 
operation of the hospital makes his 
advice extremely desirable and in- 
evitably ensures a better hospital. 
Where there are doubts about pro- 
cedure, or where extensive construc- 
tion or alteration is planned, the em- 
ployment of a good consultant should 
be a sound investment; for the cost 
should be far more than balanced by 
the economies resulting from plan- 
ning to a long range purpose, lower 
cost daily operation, and easier fu- 
ture adaptation of the buildings to 
changing hospital practices. @ 
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4. Architect { 


HEN the requirements of a 
VW recvita project have been 

decided upon by the Board 
of Trustees, it is the architect’s prob- 
lem to design a building which will 
meet these requirements to the best 
advantage, taking into consideration 
the comfort of patients and the ef- 
ficiency with which the medical, 
nursing, and administrative staffs, 
may carry out their work. He will 
select the materials for and methods 
of construction from the standpoint, 
not only of original cost but, also, 
and this is of even greater import- 
ance, from the standpoint of economy 
of maintenance and operation of the 
plant. 


The Building Committee 


There must be the closest relation- 
ship between the board and the archi- 
tect during the development of the 
project. Since the board is usually 
composed of a fairly large group of 
citizens representing various sections 
of the community, this relationship 
can best be carried on through a 
building committee. The committee 
would be appointed by the board and 
consist of a small group of keenly 
interested persons who would be 
willing to give the time necessary 
for the consideration of the many 
diversified problems involved. Where 
possible the committee should include 
at least one person with a knowl- 
edge of building. His experience and 
his ability to interpret architect’s 
drawings in blue print form will do 
much to facilitate the work of the 
committee. Other members of the 
committee should be familiar with 
the needs of one or more of the vari- 
ous departments of the hospital and 
interpret their needs in the develop- 
ment of the scheme. All matters 
relating to the project should be 
handled through this committee 
which will make its recommendations 
to the board in the presence of the 
architect. The architect gains much 
by first hand knowledge of board dis- 
cussions. Points arise which he will 
note in his own minutes. He may 
wish to bring forward new ideas, not 
previously discussed in committee, 
arising out of the discussions of the 
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board. He may be able to defend 
points about which he is particularly 
enthusiastic and he may be able to 
elucidate certain complicated matters 
better than the chairman or members 
of the committee. 


Selecting the Architect 


One of the first duties of the com- 
mittee is to select the architect, for 
the approval of the board. The de- 
sign of a hospital is such a special- 
ized problem that an_ extensive 
knowledge of the most recent develop- 
ments in planning equipment is es- 
sential. If there is a local architect 
who has had the necessary experi- 
ence, he should be given every con- 
sideration. If the local architect has 
not had this specialized experience, 
the work might be handled in either 
of two ways: 

(a) A firm experienced in hospital 
work would be appointed as archi- 
tects with the local firm acting as 
associate architects. In this case, the 
former would be responsible for the 
entire project. They would prepare 
the preliminary studies, the working 
drawings, the specifications, and de- 
tails. The associate architects would 
supervise the work of construction 
and generally act as liaison between 
the building committee and _ the 
architects. 

(b) The local firm might be em- 
ployed as the architects with a firm 
experienced in hospital work acting 
as consulting architects (not to be 
confused with hospital consultants). 
Under this arrangement the consult- 
ing architects would plan the build- 
ing in the form of preliminary 
studies and advise on the construc- 
tion and equipment. From these 
studies the architects would prepare 
the working drawings and specifica- 
tions and supervise the construction 
of the building. 

Some members of the board may 
ask if stock plans of hospitals of 
various sizes are not available. It 

(Concluded on page 92) 
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New Pavihon Designed for 
City of Sydney Hospital 


OR many years the City of 
Sydney Hospital, Sydney, N.S., 


has consisted of four buildings, 
a main structure which accommo- 
dates about 60 patients, a tubercu- 
losis annex which can provide care 
for 38 patients, a nurses’ residence, 
and a power house and laundry. The 
site is in a residential district of 
the city and the property slopes from 
the rear of the buildings down to a 
small brook. The interior of the 
main building is of frame construc- 
tion and has three floors above the 
basement. It is an old structure, 
very much outmoded in plan and 
equipment, and for some time has 
been extremely overcrowded. 

Thus a new pavilion will be con- 
structed to provide accommodation 
for 131 patients, exclusive of isola- 
tion suites. It is to be erected im- 
mediately north of the present build- 
ing on a rather confined area of 
property, the grades of which slope 
in two directions. The rear wing is 
about the maximum length that the 
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steep slope down to the brook will 
permit; the main wing which faces 
the street can be extended to the 
north if necessary. A passage from 
the south of the new unit will con- 
nect it to the old hospital from which 
there are enclosed passageways to 
the other buildings. 

There will be six complete floors 
in the new pavilion. The ground 
floor, while entirely below grade at 
the south-east corner, will be well 
above for about 80 per cent of the 
perimeter of the building and will 
have ample window area. Below this 
floor, in the rear wing only, is a 
large storage space which is almost 
entirely below ground. One elevator 
and one dumbwaiter will travel to 
this floor. On the ground floor will 
be a new dietary department, a 
pharmacy, pharmacy storage, autopsy 





room, mortuary, and several storage 
rooms. 


First Floor 


The main entrance to the hospital 
is in the centre of the front wing at 
first floor level and leads to a spacious 
foyer. Off this are waiting alcoves, 
a private waiting room, admitting 
office, information office, and a room 
for interviews. The north part of 
this wing contains the administrative 
offices and, in addition, a large as- 
sembly room that can be used for 
medical and board meetings and will 
contain the hospital library. At the 
south end of the wing there is a 
completely enclosed ambulance en- 
trance which leads to an admitting 
room and the emergency operating 
suite. Two “detention” rooms have 
been provided for patients of doubt- 
ful diagnosis or for those who come 
in too late at night to be admitted 
to the wards. Also in this wing is a 
large central sterile supply depart- 
ment which has direct communication 
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Fifth Floor 


























to all floors with a fully automatic 
electric dumbwaiter. The rear wing 
contains the x-ray department with 
one section set aside for physio- 
therapy treatment. 


Second Floor 


Accommodation is provided on this 
floor for 55 public ward patients and 
there are two quiet rooms for the 
segregation of special cases. At the 
end of one wing is a commodious 
sunroom. In the south end of the 
front wing there is a small isolation 
department consisting of four private 
rooms and a separate utility room 
and servery. Each room has its own 
private toilet. Any minor infectious 
cases which might develop after the 
patient has been admitted to the 
hospital will be isolated in this 
department. 


Third Floor 


The main area of this floor accom- 
modates 23 semi-private patients. In 
the south half of the front wing, 
provision has been made for a surgi- 
cal suite which consists of three 
operating rooms together with the 
necessary service rooms and a re- 
covery ward which accommodates 
three patients. At the west end of 
the rear wing will be a small isola- 
tion suite for maternity cases only. 
This has three private rooms each 
with its own toilet, a cubicled creche 
to- accommodate two babies, a utility 
room and a servery. 


Fourth and Fifth Floors 


On the fourth floor there are 25 
private rooms each with a toilet. 
Four of these rooms have mutual 
bathrooms,,one between each two. 
At the end of the rear wing there 
is a suite for two interns, a small 
laboratory, blood bank, and a treat- 
ment room. 

The maternity department is lo- 
cated on the fifth floor agd provides 
accommodation for 28 patients; eight 
of these will be in private rooms. 
There are three main creches as well 
as a suspect nursery which can ac- 
commodate four babies, and a small 
room for premature babies. Each 
infant will have a private cubicle 
formed of steel and plate glass parti- 
tions with a small service cabinet in 
the corner. In the obstetrical suite 
there are two labour rooms and two 
delivery rooms, One of the latter 
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can be used for labour cases in an 
emergency. 


Construction Features 


Generally, the building is of fire- 
resistant construction. In the in- 
terior, reinforced concrete has been 
used (rather than steel which costs 
more) and the exterior will be faced 
with red tapestry brick of varying 
shades with local stone for trim and 
decoration. 

The interior finish of the building 
will embody the best ideas in modern 
sanitary hospital construction. All 
parts will be so detailed as to make 
cleaning as easy as possible. Lino- 
leum is to be used as flooring in cor- 
ridors, wards, offices, et cetera, while 
terrazzo will be laid in the treatment, 
operating and delivery rooms, and 
service rooms generally. 

The ceilings of all corridors will 
be finished with acoustic plaster and 
all service rooms that are inclined 
to be noisy will be covered with per- 
forated fibre tiles on the ceilings for 
acoustical treatment. All service 
rooms, kitchen, operating and de- 
livery rooms, toilets and bathrooms 
will have wainscoting of vitrified 
glazed tile. 

Service and treatment rooms will 
have ample exhaust ventilation as six 
separate fans are being installed for 
this purpose. Other systems are 
planned to provide fresh humidified 
air for the surgical and obstetrical 
departments and the creche. 

Plumbing equipment will be of the 
most modern type. Each patient 
room that is without a private toilet 
will have a wash basin in it. Private 
rooms with their own toilets will 
have the fixture so equipped that 
bed pans can be thoroughly washed 
therein. Each such room will have 
a metal cabinet to contain the neces- 
sary toilet utensils. 

Mop cleaners are to be installed in 
the maids’ rooms on each floor and 
will be connected to a _ powerful 
vacuum machine in the basement: 
Pressing a button starts the.vacuum 
machine and when a mop is shaken 
in the container all dust is drawn 
through pipes down to the machine. 

Each ward of two or more beds 
and a large proportion of the private 
rooms will be piped for oxygen. The 
oxygen cylinders will be installed in 
a storage room on the ground floor. 

Buttons will be placed at each 


patient’s bed and in the toilets and 
bathrooms with signals for the 
nurses in their stations and also in 
the floor service and treatment rooms. 
For the doctors there will be an elec- 
tric “in and out” register near the 
main entrance and a paging system 
throughout the building. The pa- 
vilion will be equipped with an elec- 
tric fire alarm system with calling 
stations at each hose reel cabinet 
throughout the building. These sta- 
tions will be connected directly to 
the City Fire Department. 


Food Service 


The dietary department is well 
away from visitors entering the hos- 
pital as well as from the patients. 
There is a receiving entrance for 
supplies, adjacent to the kitchen, 
and a separate entrance for sending 
supplies to the main storage area 
in the basement. Adjacent to the 
receiving entrance there are three 
cold storage rooms, two for dairy 
products, fruit, and vegetables, open- 
ing from the vegetable preparation 
room which is separated from the 
main cooking areas of the depart- 
ment. Off the cold storage room for 
meats is a small preparation room 
for this food. There are also several 
rooms for the storage of current 
supplies near the receiving entrance. 
A cold storage room for the housing 
of garbage opens from the can stor- 
age room where cans will be washed 
and sterilized before returning them 
to the various floors. 

Food service is to be the “direct” 
type, the patients’ trays being set up 
on portable tray racks each holding 
14 trays which are sent to the re- 
quired floors on special dumbwaiters. 
After all patients have been fed, the 
dirty dishes will be brought back on 
the tray racks in the same dumb- 
waiters and on reaching the ground 
floor will be brought out on the side 
opposite the kitchen, directly into the 
dishwashing room. Food for the staff 
generally will be served to them from 
two cafeteria serveries each of which 
is to contain a steam table and other 
necessary equipment. 

The spacious nurses’ dining room 
has windows on three sides and adja- 
cent to it are two smaller dining 
rooms for the superintendent and 
medical staff. One servery supplies 
these rooms. At the opposite side of 


(Concluded on page 120) 
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Streamlining at the Queen Elizabeth, Toronto 
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Main building facing south across gardens. Dormer windows were eliminated when 
the top floor was built up last year. The renovation provides brighter and generally 
improved patient space, a diet kitchen, large cupboards, two offices, a beauty parlour, 
and an occupational therapy room. This new facade, and that of the Ambrose Kent 
wing, facing east, now harmonizes with the architecture of the new west wing, a 
corner of which can be seen at the left. 
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Current Hospital Expansion in Canada 


ANADIAN communities, urban 
and rural, in every part of the 
country, have been engaged 

for the past five years, upon the most 
ambitious hospital expansion pro- 
gram in our history. To determine 
the exact extent of the increase in 
facilities would involve a good deal 
of research and a_ corresponding 
amount of money. Nor does it seem 
necessary right now, for elaborate 
studies have been completed in most 
provinces under the Health Survey 
Grant. 

When these Provincial Health Sur- 
vey Reports have been delivered to 
and compiled by the Department of 
National Health and Welfare in Ot- 
tawa, a very detailed hospital «in- 
ventory will be available for the first 
time. It will include staff, beds, serv- 
ice facilities, distribution, nursing 
facilities, and so on. Several prov- 
inces have submitted their reports 
and we may expect, therefore, that 
this important information will soon 
be released for public examination. 
A total of $645,000 was allocated for 
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the surveys and there must be an 
accounting. The cost of establishing 
a basic inventory is well worthwhile 
but the work will lose its value if it 
is not kept up-to-date by a perpetual 
inventory system. 


1944 to 1949 Increase 

One very useful publication is the 
List of Hospitals prepared by the 
Dominion Bureau of Statistics. This 
contains information that should be 
more widely disseminated. Although 
the form of the reports for the years 
1944 and 1949 are somewhat dif- 
ferent, it was possible to abstract 
details of the net bed increase for 
this period of five years. The year 
1944 was a good basic year since 
very little building activity was then 
possible, except by the federal de- 
partments concerned with the care 
of war casualties. 

In Table I, a comparison of all 
hospitals of all types, under all 
ownerships, is presented in summary. 


Table I 


Comparison of Hospitals of all Types by Ownership for Years 1944 and 1949* 





Ownership 


1944 1949 





Hospitals 


Hospitals 





Public (non profit, owned and 
operated by lay or religious 
bodies, municipalities or coun- 
ties, Red Cross, et cetera) 


PG TOIND :caids -ssscuinesicideasosetenciipinasntien 


Government 
Provincial 


Federalt 








73,586 


4,965 3,895 


55 
65 


41,654 
12,706 


47,486 
12,874 





Net Total 1,020 











125,110 1,198 137,841 








* Newfoundland not included. 


+ Does not include hospitals of Department of National Defence in camps, sta- 
tions, and ships, since this information was not listed. There were several 
hundred units and many thousands of beds, which numbers have now- been 


reduced very materially. 
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The total* of 137,841 beds in 1,198 
hospitals listed in 1949 shows a total 
increase of 12,731 beds and 178 units 
over those listed for 1944. This 
means about 10.4 beds of all types 
per 1,000 people on the basis of 
the D.B.S. estimated population of 
13,201,000* in 1949. With the addi- 
tion of the hospitals for the armed 
services, private nursing homes, in- 
firmaries in schools, colleges and 


Table II 


Increase in Acute Hospital Facilities 
from 1944 to 1949 





Hospital Hospitals| Beds 





Public Ownership 


Acute General 


Women’s (includ- 


ing Maternity) 163 


Provincial Owner- 





1,182 








6,876 





universities, and places of detention 
such as jails and training schools, it 
may be considered that about 11 beds 
of all types per 1,000 persons were 
available in Canada in 1949. 

The most substantial increase of 
any one type or ownership was in 
the total bed capacity of hospitals for 
the mentally ill under provincial 
jurisdiction. There were no new 
hospitals listed but, through addi- 
tions, the total increase in beds was 
4,163. 

A larger number of beds was added 
in the acute or active treatment 
group, but these were distributed 
under several groups of ownership 
and into special types of hospitals. 

The increase in number of hos- 
pitals and in total beds for the care 

*The province of Newfoundland is 
not included in this total. It will be 
added later. 
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of tuberculosis patients has been 
substantial (Table III). This net 
increase of 3,203 beds in 20 units 
was not the whole increase, however. 
Some 298 beds were added in federal 
Indian Health Services hospitals 
which combined treatment services, 
and minor changes occurred in 
units and wards in D.V.A. and other 
hospitals. 

It is of interest to note, in Table 
III, that the major increase in num- 
ber of sanatoria and in bed capacity 
was in the group under public, or 
non-governmental, ownership. 


Table III 


Increase in Sanatoria Facilities 
from 1944 to 1949 





Ownership 


‘Sanatoria Beds 
| 





2,712 
851 
360* 





Net Total 





3,203 





* Decrease. 


Hospital Inventory 


The D.B.S. listing designated ap- 
proximately 72,025 beds that were 
allocated to active treatment cases 
under all ownerships. The largest 
number was in the acute general 
hospital group under the public hos- 
pital category, in 662 units with 
51,574 beds. The remaining 20,000 
plus were distributed in children’s, 
contagious, women’s (including ma- 
ternity) hospitals, some private, 
some provincial and some federal. 

The total listing of convalescent 
beds was but 1,904 under public and 
federal ownership. For long-term 
general care there were only 5,291 
beds. These also were under public 
or federal zgis. But for specialized 
long-term care more facilities were 
available. 

In 1949, public organizations or 
associations were the largest owners 
of hospitals in the field of tubercu- 
losis, with 9,552 beds in 46 units. 
Under provincial egis, were listed 
11 units with 2,549 beds, while fed- 
eral ownership was indicated for 300 
beds, in two hospitals. Additional 
beds were operated by the provincial 
and federal governments within 
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other types of hospitals. The smaller 
proportion of provincial ownership 
was offset by the major financial con- 
tribution of the provincial govern- 
ments to the maintenance of publicly 
owned sanatoria. 

In the field of mental illness, pro- 
vincial authorities maintained 43,316 
beds in 39 units of a national total 
of about 46,120 beds in 54 units. 
Also, a small number of beds for 
mental patients were available in 
public acute hospitals and private 
hospitals. 


Newfoundland Hospitals 

To the national total, the tenth 
province added a total of 2,524 beds 
in 34 hospitals of all types. Two 
points stand out. First, the percent- 
age of acute beds in Newfoundland 
was about 8 per cent higher than in 
the rest of Canada and, second, the 
larger proportion of acute hospital 
beds was owned by. the province. 
(See The Canadian Hospital, Janu- 
ary, 1950.) 


National Health Program 
May, 1948 to December, 1950 

Recently, another interesting source 
of information became available in 
a release from the Department of 
National Health and Welfare en- 
titled, National Health Program, 
from May 1948 to December 1950. 
The statistics presented therein gave 
an accounting of $24,223,980 that 
had been approved under the hospital 
construction grant. This is about 
$9,300,000 less than the amount 
available up to December Ist, 1950, 
and leaves approximately $15,805,000 
that may be granted up to April 30, 
1951. 

A statement reading, “ .. . federal 
aid has been approved for 323 new 
hospitals or hospital additions with 
almost 25,000 beds” may be mis- 
leading to the casual reader and 
should be examined closely. It does 
not say that almost 25,000 beds were 
completed in the period under exam- 
ination, but that financial assistance 
had been approved for projects mak- 
ing up that total. Four groups are 
involved: 

1. Construction projects that were 
well under way or that were nearing 
completion at the beginning date of 
the federal grants program. These 
projects received assistance in pro- 
portion to the percentage of con- 


Table IV 
Newfoundland Hospitals, 1949 





Ownership and 
T 


ype Beds 


Hospitals 





Public 
12 


Women’s 1 


Provincial 


Contagious . 
Mental 





34 2,524 











struction yet to be completed, i.e., 
if 50 per cent remained unfinished, 
it was possible to apply for 50 per 
cent of the grant per bed. 

2. Projects that were initiated and 
completed during the period. 

3. Projects that are now under 
way but that are not completed. 

4. Hospital plans that have been 
approved by provincial and federal 
authorities but which have not yet 
got under way. 

From this report, therefore, it is 
not possible to ascertain the net gain 
in beds during the period. 


Progress During Period 

To show the distribution of grants 
approved by province and by type of 
bed, Table V has been reproduced 
from the D.N.H. and W. report. It 
should be noted that long term beds 
in all categories are fewer than the 
acute beds. Particularly, is this true 
of the general long term field where 
only 2,795 beds were distributed 
between convalescent and chronic 
beds. These figures reflect somewhat, 
the lackadaisical attitude of the pub- 
lic, of the medical profession, and of 
voluntary groups in the community. 

Grants shown on table V concern 
137 new hospital units and 117 addi- 
tions to existing units. In the “new 
hospital” category, aid has been ap- 
proved for 7,557 beds, while for 
additions the total was 6,919 beds. 

Of the 137 units, there were 40 
new hospitals to replace old hospital 
buildings. This group of 40 will have 
a total of 4,196 beds to replace 2,101 
old beds, a net gain of 2,095. To a 

(Concluded on page 94) 
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Expansion 


Program 

at 
St. Josephs, 
Victoria, BC. 


St. Ann of St. Joseph’s Hos- 

pital, Victoria, B.C., held the 
formal opening of a 128-bed exten- 
sion to their Humboldt Building, 
which was erected in 1908. This unit 
is part of an expansion program 
which led to the completion of a new 
wing, in 1948, containing 18 private 
rooms, storerooms, and a modern 
kitchen (for which a special award 
was received from Institutions Mag- 
azine). An administration building, 
now under construction, will replace 
the original hospital when com- 
pleted next fall. 

The addition to the Humboldt 
Building, pictured here, is of re- 
inforced concrete and is made up of 
32 four-bed wards separated by par- 
titions which make them in effect 
two-bed sections. Each ward is sup- 
plied with oxygen and has a complete 
bathroom with separate lockers for 
every patient. Pastel green on walls 
with peach co!oured partitions is the 
decoration scheme for the south 
wards, while in the north wards 
these tones are reversed. Green 
aluminium venetian blinds through- 
out set off the colourful plastic 
drapes while the furnishings are a 
blend of green metal and natural 
wood. Utility and flower rooms com- 
plete the layout of this unit. 

Located in the new administration 
building will be nurses’ offices, doc- 
tors’ offices, the pharmacy, patho- 
logical and biochemistry laboratories, 
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Sketch of new administration building. 


a major surgery with observation 
gallery, recovery room, and ortho- 
pedic and pediatric records depart- 
ments. It is hoped to complete this 
building by August, 1951, to mark 
the occasion of the 75th anniversary 
of the opening of the first hospital. 

With the completion of this final 


Extension 
to Humboldt 
Wing. 





Architect H. H. Whittaker, Victoria. 


project in the expansion program, 
the institution’s capacity will be in- 
creased to 500 beds. The hospital, 
set in residential surroundings close 
to the centre of the city, commands 
a view of the Strait of Juan de Fuca 
and the snow capped Olympic Moun- 
tains of Washington. 











Rearview show- 
ing power house 
and connecting 
retaining wall, 
above which is 
the parking lot. 
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Newly-Erected Eight-Storey Hospital 
to Serve Sudbury and Surrounding Vicinity 


eight-storey, red brick, vertical 

structure of the new Sudbury 
General Hospital of the Immaculate 
Heart of Mary, Sudbury, Ontario, 
was formally opened. Designed by 
Louis N. Frabbro of that city, the 
hospital is owned and operated by 
the Sisters of St. Joseph, with Sister 


[’ October 1950, the impressive, 


Mary Alice as administrator, assisted 
by Sister Mary Joan. Constructed 
on solid rock and having a capacity 
of 200-beds, the “Y” shaped building 
has three wings which radiate north, 
south-east, and south-west from the 
centre point. This central core is 
designed to be the focal point of all 
activity on the various floors and 


Commanding a view of Lake Ramsay, from the top floor of the south- 
east wing, is a terrace which extends the length of this wing. 
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thus facilitate the service in each 
nursing unit. 

The main entrance, which faces 
west at the centre point between the 
north and south-west wings, is on the 
third floor. Here, at the front of the 
building, the ground surface is on a 
level with this floor. A circular drive- 
way leads to the main entrance and 
a parking area which extends to the 
power house has helped to ease the 
outside traffic problem. At the rear 
of the building the ground level drops 
and the first two stories are thus 
above ground. A lower road is used 
to bring supplies into the hospital 
thereby easing traffic congestion and 
minimizing noise. 

Centralization of services has been 
the keynote of the design. The in- 
formation desk, waiting room, and 
elevators are located adjacent to the 
large main lobby on the third floor. 
This has helped to minimize the con- 
gestion during visiting hours. By 
the use of wide corridors, double 
doors, and internal passages to con- 
nect all departments throughout the 
hospital, the traffic flow, which plays 
an important role in the welfare of 
































the patient and the efficiency of the 
hospital, has been controlled. 

The south-west wing on the main 
floor contains the administration 
offices and the doctors’ board room. 
This highly decorative room is fin- 
ished in lacewood and has heavy oak 
furniture in keeping with the general 
scheme. Laboratories and general 
treatment rooms are located in the 
south-east wing. Between these two 
wings is the auditorium and, by an 
unique arrangement, a coffee shop, 
which is entered from the main 
lobby, can serve the auditorium 
through a sliding window which 
opens onto the stage. 

The north wing of this floor is 
given over to emergency and clinical 
services. Entrance to the clinic is on 
the north-west corner away from the 
main entrance, while the ambulance 
entrance, which is enclosed to pro- 
tect patients against the weather, is 
on the north side of this wing. The 
emergency department here can eas- 
ily convey patients requiring im- 
mediate surgery to the floor above 
where the operating rooms are 
located. 


Surgery and Maternity Floors 


The fourth floor is used entirely 
for surgery. This varies from stan- 
dard methods in that the operating 
rooms are usually located on the top 
floor. The floor has been laid out, as 
the others, with the nurses’ station 
at the central focal point. The surgi- 
cal wards are located in the south- 
west and south-east wings, while the 
north wing contains the operating 
rooms. Designed in a clover leaf ar- 
rangement to provide a convenient 
working area for the doctors and 
nurses, the two major and two minor 
operating rooms are located in the 
centre of this wing. In the centre 
of the leaf are the scrub-up facilities 
and supplies for all the operating 


Upper Left: (a) View of a scrub-up 
room, adjacent to one of the four oper- 
ating rooms. 


(b) One of the major operating rooms, 
with a viewing gallery. 


(c) Part of the glassed-in nursery 
showing panel through which the 
babies are passed to the doctors for 
examination. 


(d) An inside view of the nursery 


showing individual, self-contained cu- 
bicles, separated by glass partitions. 
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rooms. Each of the four rooms has 
a patient entrance from the outside 
corridor; thus the patient never 
passes through the centre. Protec- 
tion against explosion has been at- 
tained by the use of hubelite terrazzo 
on the floors and spark-proof light 
switches throughout this area. A 
recovery room is another feature of 
the surgery section. 

The maternity department is on 
the fifth floor with the labour and 
delivery rooms in the north wing. 
The other two wings contain the 
maternity wards and the nursery is 
conveniently near. This floor can 
accommodate 40 mothers and has 41 
cubicles with a premature, and a 
suspect nursery. The nurses’ station 
commands a view of the whole 
glassed-in nursery and fathers are 
permitted to view their children 
through double-glazed viewing panels. 


Patient Rooms 


De-luxe, private, and semi-private 
rooms, with wards of not more than 
five beds for medical and surgical 
patients are located on the sixth 
floor. These are all attractively deco- 
rated in pastel tones and each patient 
room throughout the hospital can be 
provided with telephone and radio 
services. At present the seventh floor 
is being used for living quarters for 
the nurses and sisters until a resi- 
dence can be built. A chapel which 
extends the height of two floors is 
located in the north wing and has 
been so constructed that steel girders 
could be thrown across the middle to 
provide additional ward space for 
future needs. 

The other two wings of the eighth 
or top floor are given over to the 
pediatrics department. This section 
with its centrally located nurses’ 
station and plate glass partitions 
permits visual supervision of the 
children at all times. An observation 


Upper Right: (a) The dietary depart- 
ment at work, showing the tray-con- 
veyor belt being loaded. 

(b) A view of the large chapel which 
occupies the north wing of the seventh 
and eighth floors. 

(c) A child’s private room with pastel- 
toned metal furnishings of pink and 
blue, and brightly coloured floral 
drapes. 


(d) A corner view of the solarium on 
the eighth floor which opens onto a 
terrace. 
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Main Floor 


unit with two bedrooms has been 
provided for use until proper diag- 
nosis has been made. An isolation 
unit with its own facilities is another 
feature. Of particular interest is the 
large play room for convalescent chil- 
dren which is gaily decorated with 
circus murals. 























Service Departments 





A modern and fully equipped 
kitchen, designed to handle approxi- 
mately 1,000 meals per day, is lo- 
cated adjacent to the food stores on 
the second floor. A conveyor belt 
system which operates from a bank 
of steam tables, coolers, and nourish- 
ment shelves, moves the food trays, 
as they are arranged, to a tray truck 
for distribution to the patients. This 
operation is completed in about three 
minutes. 5th Floor, Maternity 

For the convenience of the doctors, 
nurses, and visitors a large cafeteria, 
with a capacity of 125, has been in- 
stalled on this floor. Brightly col- 
oured walls and drapes add to its 
attractive appearance and the large OF MAPEL 
windows look out on Lake Ramsay. | 

The maintenance departments along 


with the supply rooms and the morgue b—.. H 
a 




















are on the first floor. This floor is 
the base for such facilities as ele- 
vators, central sterilizing, central 
oxygen system, central vacuum clean- 
ing, soiled linen room, as well as the 
zoning system for heat control. The 
central core begins here and con- 
tinues to the eighth floor where the 
air conditioning and exhaust system 
are located. The boiler room and 
(Concluded on page 118) 











8th Floor, Paediatrics 





New Health Centre at 


Tyne Valley, PEI, 


a Community Project 


HE 7-bed Stewart Memorial 
Hospital Centre, now nearing 
completion at Tyne Valley, 

P.E.I., is a two-storey frame build- 
ing of fire-resistant construction. It 
has 3 private rooms, 2 semi-private, 
and a 6-cubicle nursery. Other fea- 
tures will include a doctor’s examin- 
ing room, a combined case and emer- 





gency room, a public health nurse’s 
office, a kitchen, and a laundry. A 
ramp, situated at the west end en- 
trance, will allow stretcher cases to 
be carried into the building. 

The interior of the new centre is 
of pine which is to be enamelled, and 
doors are of Douglas fir in natural 
finish. Walls will be covered with 
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Fabron, a plastic-finished fabric, in 
bright cheerful colours. Green lino- 
leum will be used on the upstairs 
floor while the lower floor will be of 
asphalt tile over concrete. 

This new hospital centre will serve 
not only Tyne Valley but also the 
communities of Bideford, Port Hill, 
Ellerslie, and outlying neighbouring 
sections of Prince County. It fills a 
need long recognized by the people 
of these districts who helped in every 
way possible towards its construc- 
tion. A campaign for funds brought 
a very generous response and mem- 
bers of the Women’s Institutes raised 
over $3,000 to be used in furnishing 
several of the rooms. The actual 
construction is being carried out by 
two local builders at an over-all cost 
of approximately $18,000. It is plan- 
ned to have the building ready for 
occupancy in the early spring. 

Well sheltered by spruce woods, 
the new hospital centre overlooks the 
picturesque village of Tyne Valley 
and the winding Trout River. It has 
been dedicated to the memory of the 
late Dr. J. A. Stewart whose life of 
medical service was devoted entirely 
to the residents of the district. As 
such, it is a fitting monument not 
only to him but also to the energy 
and public spirit of the people he 
served. 


Climax of Tour 


Recently, members of the Rameses 
Shrine, AAONMS, climaxed a tour 
of the new Hospital for Sick Chil- 
dren in Toronto, by presenting a 
cheque for $6,000 to the institution. 
This latest gift makes a total of 
$110,000 which the Rameses Shrine 
has donated to the hospital. 
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Simplicity of Design Marks 
75-Bed Hospital at Mont Laurier, PQ. 


N interesting straightfor 
ward plan of apparent sim 
plicity has been designed by 

the architect, Pierre Kinfret of Que 

hee City, for this four-storey, 75-bed 
hospital at Mont Quebec 

However, a criticiam could be leveled 


Laurier, 


againat the use of only one central 
stair exit when fire marahal regula 
require stair exita for each 
wing. An entrance at grade might 
aleo have been considered for emer 


tions 


gency and ambulant patients 

In the basement a generous amount 
of space has been provided for the 
kitchen and storage rooms; also there 
ie economy of travel in this plan as 
the dining areas are directly off the 
kitchen, The plans show three dining 
rooma but with no specific space al- 
lotted for the doctors and nurses, 
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However, it that the room 
marked for visitors will be used for 
this Accommodation for 
also provided on this 
very 


may be 


purpose 
the maids is 
floor but their bedrooms are 
small 

The main entrance is on the 
ground floor with the waiting room 
and the general offices located just 
off the main lobby. The nuns’ quar- 
ters are also on this floor, which is 
quite unusual but this allows for easy 
expansion if and when separate ac- 
commodation is built for them. Space 
for patients’ records has not been 
allowed but as the linen room is 
quite spacious it is possible that some 
of it may be used for other purposes. 

An interesting feature of the first 
floor or maternity department is that 
the corridors widen at the traffic 


junction. This floor provides space 
for a solarium, which is to be com- 
mended, with the trend for early 
ambulation of maternity cases. A 
lounge which is just off one of the 
nurseries may have future use as a 
suspect nursery. 


Second floor plans are very similar 
to the floor below with the exception 
of three single rooms which have 
been provided in one of the wings. 
These rooms are connected by a nar- 
row corridor which presupposes that 
they will be occupied by long stay 
chronically-ill patients. The four- 
bed wards throughout the hospital 
are cramped and an additional two 
feet in length would greatly facili- 
tate nursing service in these rooms. 


(See plans on following pages.) 
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Typical 10-Bed Unit at 
Whitemouth, Man. 


The design for this 10-bed unit 
at Whitemouth, Man., is by Green, 
Blankstein, Russell, and Associates 
of Winnipeg. It is an excellent plan 
containing all the elements in a com- 
pact rectangle. The architects have 
developed an interesting elevation 
by placing the staff quarters on the 
second floor. 

The central location of all the facil- 
ities for patient care is of great help 
to the staff, as is the convenient 
situation of the nurses’ station. From 
this station the nurse-on-duty has 
control of the main entrance, the 
nursery, and the office, as well as 
being close to all the patients. Cen- 


tralization such as this is very im- 
portant when a nursing superin- 
tendent is required to administer all 
phases of work in a unit of this size. 

A basement, containing the laun- 
dry, linen supplies, storage space, 





and the boiler room, has been exca- 
vated to approximately half the size 
of the main floor. This has been 
conveniently located for supplying 
the hospital and is accessible by a 
stairway near the kitchen. 
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Attractive 34-Bed Hospital, Neepawa, Man. 


The difficulty which the architect 
encountered with such a unit as this 
34-bed hospital at Neepawa, Man., as 
in so many hospital planning prob- 
lems, was to condense as many facili- 
ties as possible into a minimum of 
space. Ground floor plans provide 
excellent facilities for a Health Unit 
but its inclusion has forced a short- 
age of general storage area and a 
lack of locker rooms for nurses and 
staff. An interesting feature on this 


floor is a ramp which extends from 
this sub-grade area up to the ground 
level. This permits ease in bringing 
in supplies and taking out garbage. 

On the first floor are the surgical 
and medical wards which are well 
separated from the maternity sec- 
tion. Also the case room has been 
planned so that it is away from the 
operating suite. There is some ques- 
tion as to whether flexibility of ward 
accommodation in the smaller hos- 





pitals is more important than com- 
plete segregation of the maternity 
beds. The nurses’ station is well 
located to control the hospital at 
night, but the hospital appears to 
have inadequate space for linen 
stores and cleaners’ closets. 

Designed by Moody and Moore of 
Winnipeg, this modern hospital unit 
has an attractive elevation which is 
both functional and clean cut. 


onl 


An 8-Bed Health Unit, Manitou, Man. 


This compact plan (below) for a small rural health 
unit allows for a doctor’s offiée, examining rooms, and an 
office for a Public Health nurse (see lower left) which 
can be added any time they are needed. A minimum 
amount of basement is shown but this could be extended 
throughout the building. In the interests of ezonomy, 
the utility room serves the case room, the emergency 
operating room, and the patients’ rooms. There is only 


one room for staff living quarters, therefore it will be 
necessary to have other personnel live out. However, the 
plan makes the maximum use of every square foot of 
available floor space. 

This unit was designed by Moody and Moore, Archi- 
tects, with modifications by the Hospital Design Division 
of the Department of National Health and Welfare, 
Ottawa. 
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FIRST FLOOR PLAN 
Stace 49/0" 





Floor Plans of Hospital at Neepawa, Man. 
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A Variety of Exterior Views— 


Hospitals 
Small and 
Large 





Red Cross Hospital, Ban- 
croft, Ont. Capacity, 21 
beds and 10 bassinets. 
Completed in 1949. Archi- 
tect, C. B. Dolphin, To- 
ronto. 


Indian Hospital, Sioux 
Lookout, Ont. Capacity, 
74 beds (49 for tubercu- 
losis patients, 25 for med- 
ical, surgical, and obste- 
trical cases), 13 cribs, 8 
bassinets. Opened in Feb., 
1950. 


Fox Memorial Hospi- 
tal, Carberry, Man. 
Capacity, 10 _ beds. 
Completed Feb., 1949. 
Architects, Dring 
Brothers, Boissevan, 
Man. 
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Sarnia General Hospital, Sarnia, Ont. Capacity, 180 beds. Main wing, left, 
is under construction. Architects, Govan, Ferguson, Lindsay, and 
Associates, Toronto. 








Vernon Jubilee Hospi- 
tal, Vernon, B.C. Ca- 
pacity, 115 beds. Com- 
pleted in 1949. Archi- 
tects, Gardiner and 
Thornton, Vancouver. 


St. Mary’s Hospital, 
Camrose, Alta. Capa- 
city, 100 beds, 25 bas- 
sinets. New wing on 
left was opened in 
1949. Architect, George 
Heath MacDonald, Ed- 
monton. 
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Regina General Hospital, Regina, Sask. Capacity, 855 beds. New wing, upper right corner 
of picture, provided space for 354 beds. Opened, 1949. Architect, S. E. Storey of Van 
Egmond and Storey, Regina. 
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. Joseph’s Hospital, Peterborough, Ont. Capacity, 175 beds. New wing, centre foreground, 
added 75 beds to hospital. Opened 1950,. Architect, Edward Turcotte, Montreal. 
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An Entirely NEW Floor Covering 
For Canadian Use... 


“TINTAWN’ woven SISAL Rugs .. . the hardest wearing floor covering to 
date for homes, hotels, offices, convention halls, waiting rooms, cocktail bars— 
is exclusive with MacEacherns’! Illustration above shows how marvellously 
“Tintawn” is suited to home use. “TINTAWN" is woven in Ireland—from No. | 
grade British East African Sisal, chosen for its beauty and creamy white colour, 
so adaptable to dyes. Available in runners or wall to wall—in Sun-Fast Home 
Decorator colours! Tough as iron—resistant to cigarette burns—can be swept or 
vacuumed, maintaining its original lustre for years! Lay ‘“TINTAWN” directly 
on base, no expensive finished flooring required. 


5 YEAR GUARANTEE 


TINTAWN is available at all MacEachern branches —and Simpson‘s 
in London, Ontario. Retailers are invited to write for full particulars 
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Guelph General Hospi- 
tal, Guelph, Ont. Ca- 
pacity, 120 beds. Under 
construction. Archi- 
tects, Marani and Mor- 
ris, Toronto. 


Red Cross Hospital, Yel- 
lowknife, North West 
Territories. Capacity, 40 
beds, 10 beds for Indians. 
Completed 1948.  Archi- 
tect, George Heath Mac- 
Donald, Edmonton. (For 
details concerning unique 
construction features due 
to location, see The Can- 
adian Hospital, October, 
1948). 
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Regina Grey Nuns’ 
Hospital, Regina. Pic- 
ture shows extension to 
the main building 
which provides new 
maternity, surgery, and 
administrative facili- 
ties. Completed in Jan., 
1951. Architects, Van 
Egmond and Storey, 
Regina. 
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@ A single I-cc. dose of Ansocittin-DC 





consistently affords 48 hours of moderately 


high penicillin concentration in the blood. 











You—and your patient, too— will 


appreciate this truly repository pencillin 








therapy, for it means that only I cc. every 


48 hours is adequate for the treatment of 





ordinary pencillin-susceptible infections. 





In infections which call for high 





concentrations for protracted periods, 
a cumulative effect can be obtained by 


injecting | cc. every 24 hours or less. 


You'll find Associiuin-DC effective ® 
wherever repository penicillin is indicated. 
. , eo 
Can be kept at ordinary room temperature, 


ready for instant use. Contains no oils or 


waxes, flows freely through the needle. Penicillin if Procaine in Aqueous Suspension 
Available in single units . 
or in boxes of 12 units. 600,000 units * Double Concentration 


In B-D* 1-cc. Disposable Cartridge Syringe 
ABBOTT LABORATORIES LIMITED, MONTREAL *T, M, Reg. Becton, Dickinson & Co, 
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_Food and Its 


HROUGHOUT the country, 
dietary departments are at- 


tempting to train nurses to. 


understand the importance of food 
to the patients and to instill in them 
a knowledge which they may use in 
the future to instruct patients or the 
public. Further, it is desirable to 
teach them how a normal diet may 
be modified to meet the need of a 
specific condition and how it works 
hand in hand with medical treatment. 
To summarize this the nurse, while 
under the dietary department, should 
learn the value of food to the pa- 
tient; a basic knowledge of this work 
for educational purposes; how to ad- 
just the normal diet for specific con- 
ditions; and to co-ordinate dietary 
treatment with medical treatment. 

There should be a follow-up in 
practical training after the nutrition 
laboratory classes, and lectures in 
normal nutrition, as well as in diet 
and disease. After this the nurse 
should go into the kitchen under the 
leadership of a dietitian to be taught 
how to prepare food in an attrac- 
tive manner—to develop accuracy 
in weighing and measuring and to 
follow the tray she has prepared 
to the patient’s bedside. Progress 
in the patient may be observed by 
the student nurse if she is allowed 
to follow through with the same 
patient or patients throughout her 
term in the diet kitchen. Where 
possible it is advisable that she visit 
with the dietitian before the patient 
is discharged. In some hospitals 
clinics are arranged where the diet 
kitchen nurse is present with the 
doctors, clinical supervisors, and 
specialist, when a case history is 
being discussed. To summarize, the 
nurse should: 

(a) Receive individual instruction 
in diets and be taught how to plan 
special diet menus for the day. 

(b) She should get enough prac- 
tical experience to teach her how to 


From an address presented at the 
Dietetics Sectional Meeting, O.H.A. 
Convention, Oct. 30th-Nov. Ist, 1950. 
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prepare a tray attractively and 
accurately. 

(c) She should have the oppor- 
tunity of noting improvements in 
the patient, visit with the dietitian, 
and take part in planned clinics. 

Throughout the various training 
schools in this province it has been 
found that there is a great variance 
in the program of the nurses’ train- 
ing in the diet kitchen. 

From material which has been 
gathered together the following ques- 
tions seem to arise. (What are the 
training schools and dietary depart- 


Diet Kitchen 


4 


Student Nurses 


Winnifred Vaughan, B.A., 


Chief Dietitian, 
Brantford General Hospital, 
Brantford, Ontario. 


ments going to do about the matter?) 

1. Does four weeks give sufficient 
training to the nurse? 

2. Should there not be a planned 
program or outline of what knowl- 
edge and technical ability the nurse 
should attain in the diet kitchen? 

8. Should she be responsible for 
part of the practical work in the 
kitchen? 

4. Why do some nurses still resent 
diet kitchen training? Is it because 
a planned program has not been 
used and interest has not been kept 
up? 

5. Should she write diet slips for 
the individual patient where there 
is central service? When special 
diets are served on the ward, should 
the nurse go from the preparation 
centre and serve the special trays 


ervice 


Sponsored by 
the Canadian Dietetic 
Association 


on the ward under supervision of a 
dietitian? 

6. Can clinics be arranged with 
the medical, nursing, and dietary 
staff, to the benefit of the nurse? 

7. Have we enough dietitians to 
follow up on a suggested system and 
still have them perform their other 
duties? 

8. Would nurses get enough super- 
vision or will they be allowed to drift 
and be instructed by the employees? 

9. Will all meals of the day be 
covered by the nurse? 
¢ 10. Could a_ better system be 
worked out by having trained work- 
ers responsible for all routine work 
or does it cut down on the feeling of 
responsibility that we are trying to 
build up in the nurse? 


M.LT. to Give Course 
in Food Technology 

The \Massachusetts Institute of 
Technolgy, Cambridge, Mass., will 
conduct A three-weeks’ course in food 
technology from June 25 to July 13, 
1951. The course..will be under the 
direction of Dr. Bernard E. Proctor, 
professor of food technology at the 
Institute, and will give particular 
emphasis to recent developments in 
food manufacture and control. In 
addition to lectures, demonstrations, 
and conferences at M.I.T., there will 
be opportunities for group visits 
to representative food industries 
throughout greater Boston. 

Enrolment will be limited with 
preference given to those applicants 
having a background of technical or 
executive experience in food indus- 
tries, faculty members of other 
schools, government workers in food 
control or nutrition, and advanced 
students in chemistry and engineer- 
ing. Tuition for the three-weeks’ 
course will be $100 and academic 
credit will be given for satisfactory 
completion of the course to those who 
elect to take a final examination. 

Applications, giving the applicant’s 
experience and background, should 
be addressed to Professor Gale, 
Room 3-107, Massachusetts Institute 
of Technology, Cambridge 39, Mass. 
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A new direct drive “motor on top” machine. 
No noisy gears to strip, wear out or break... 
Never tied up for repairs... No grease or oil 
leakage ...Oilite and lifepack bearings sealed 
for life... Better balanced .. . Easily operated 
by inexperienced operator ... Automatic lower- 
ing and raising wheels... New safety switch 


... fight or left drive. 


TWO YEARS GUARANTEE 


For 

POLISHING, SCRUBBING, 
GRINDING, WAXING, 
STEEL WOOLLING, 


MADE IN THREE SIZES rt : 2 
13in. - 16in. - 18in ‘ Be =" SHAMPOOING AND SANDING. 
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PATENT 
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MANUFACTURED AND GUARANTEED BY 


THE FRANK P. LALONDE LTD. 
DORVAL QUEBEC 


Over 30 Years in Business 
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Notes on Federal Grants 








Construction 


Two hundred and fifty more hos- 
pital beds for chronically ill and con- 
valescent patients will be provided 
in Montreal when construction, now 
under way at the Hotel Dieu and 
Montreal Convalescent Hospital, is 
completed. A nine-storey wing is 
being added at the Hotel Dieu for 
the care of persons suffering from 
rheumatism and will provide space 
for 210 patients. The federal grant 
will be $315,000. The Montreal Con- 
valescent Hospital is expanding its 
accommodation by 40 beds by extend- 
ing its fifth floor and re-arranging 
for patients’ use the space formerly 
occupied by the nursing staff. Nurses 
will be housed in a new residence 
which is being built. The federal 
grant will be $60,000. 

In Ontario, three hospitals have 
been aided by construction grants. 
The new Sudbury Memorial Hos- 
pital, which is under construction, 
has been granted $116,666. It will 
have a capacity of 102 beds and 44 
cubicles. Hotel Dieu Hospital, Wind- 
sor, has been awarded $31,333 which 
will be used to increase accommoda- 
tion by 185 beds and 65 cubicles. St. 
Joseph’s General Hospital, North 
Bay, has been granted $23,279 to 
help provide 24 additional beds. 


Crippled Children 


The Rehabilitation Society for 
Cripples, Montreal, has been awarded 
$8,800 to help develop its work among 
crippled children. This grant will 
help to pay the salary of a physio- 
therapist and an instructor in reme- 
dial physical training. It will also 
meet the costs of physiotherapy 
apparatus including a shortwave dia- 
thermy machine. 


Mental Health 


A grant of $13,600 will help to 
provide a well-balanced program of 
occupational therapy for patients at 
the provincial mental hospital, Esson- 
dale, B.C. The money will be used to 
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purchase additional equipment for 
tailoring, weaving, art, leathercraft, 
pottery making, metal work, and 
woodworking. 

The New Westminster training 
school, at New Westminster, B.C., 
will receive a grant of $4,400 
which will be used to buy equipment 
for woodworking, sewing, knitting, 
leathercraft, and shellcraft. These 
activities help to develop basic skills 
among small children and give 
further training to older children 
and adolescents. 


Personnel 


Federal bursaries are assisting 32 
Ontario nurses in _ post-graduate 
training courses this year. Among 
the specialties being studied are: the 
teaching and supervision of nurses, 
clinical supervision, general nursing 
education, medical and surgical nurs- 
ing. On completion of their studies, 
they will take up teaching in ap- 
proved schools of nursing in Ontario. 
There are twenty-one nurses en- 
rolled at the University of Toronto 
and eleven at the University of 
Western Ontario. 

The doctor in charge of Ontario’s 
travelling chest clinic office, Ottawa, 
has also been awarded a bursary. It 
will enable him to attend a short 
course in chest diseases organized by 
the American College of Chest Physi- 
cians, New York. Cost of these burs- 
aries for Ontario personnel in the 
current fiscal year is more than 
$37,400. 

New Brunswick’s expanding public 
health services will receive federal 
support in employing new personnel. 
To assist hospitals in carrying out 
cancer diagnosis and treatment, two 
professors of the University of New 
Brunswick, Fredericton, have been 
retained as consultant physicists. 
They will work with the four New 
Brunswick hospitals having radiolo- 
gical departments to calibrate equip- 
ment and to advise on measures to 
protect both staff and patients from 
injurious radiation. A grant has 


also been authorized to buy scientific 
apparatus to be used for making 
tests. 

Also in New Brunswick the federal 
government has agreed to help meet 
the salaries of the director and the 
assistant director of the provincial 
division of communicable disease 
control. A grant is also being pro- 
vided for the salary of an adminis- 
trative assistant to work in the health 
department headquarters in Fred- 
ericton. A dietitian will be employed 
to act as a consultant to a number 
of institutions including the Moncton 
Tuberculosis Hospital, the Jordan 
Memorial Sanatorium, and the pro- 
vincial mental hospital. She will 
assist in solving special dietary prob- 
lems and, in general, be concerned 
with improving nutritional standards. 
Costs of these projects in the cur- 
rent fiscal year are more than $7,500. 

Bursaries have been granted to 
help train more personnel for British 
Columbia’s public health services. 
Two nurses are taking post-graduate 
training in child and maternal health. 
One from Trail, is taking a year’s 
training at Johns Hopkins Univer- 
sity, Baltimore, Md., after which she 
will become consultant in child and 
maternal health for the province’s 
public health nursing service; and 
another, the head nurse at the Van- 
couver General Hospital’s nursery 
for premature infants, is taking a 
short course in this phase of child 
care at the Michael Reese Hospital, 
Chicago. 

To help overcome the shortage of 
technicians qualified to operate high- 
powered x-ray equipment and to 
handle radium used in the diagnosis 
and treatment of cancer, funds have 
been allotted to enable three regis- 
tered nurses to take the two-year 
course required for registration as 
radiotherapy technicians. On com- 
pletion of their courses they will 
work with the British Columbia 
Cancer Institute or with some other 
public institution. Half the cost of 
the bursaries will be met by the B.C. 
division of the Canadian Cancer 
Society. 

A grant has been approved to help 
pay the expenses of a course in food 
technology arranged jointly by the 
University of British Columbia and 
the B.C. branch of the Canadian In- 
stitute of Sanitary Inspectors. More 
than 40 sanitary inspectors from 
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@ In these days of sky-rocketing food 
costs and shortages, it's no wonder man- 
agers and dietitians of institutions have 
problems with food budgets. Perhaps 
there's a solution in the possibilities to be 
found in fish. 


By using more fish you can cut costs 
substantially, yet still maintain the nutri- 
tional value of your meals. You bring a 
refreshing change to the diet . . . meals 
are easier to plan, easier to prepare. 
Actually, there are over 60 differ- 
ent kinds of Canadian sea fish, 
shellfish and fresh water fish from 
which to select . . . most of them 


available in fresh, frozen, smoked, dried, 
pickled or canned form. You'll find, too, 
that fish combines excellently with foods 
such as potatoes and other vegetables or 
bread crumbs, to provide many economi- 
cal, delicious new taste treats. 


Fish really does offer an appetizing, 
low-cost source of food . . . always avail- 
able in great variety. Fish has the tasty 
flavour that adds new life to meals and 
keeps everybody happy. 


Think it over . .. you can pare 
food bills down and keep within 
your operating budget by serving 
more fish. 


DEPARTMENT OF FISHERIES 


OTTAWA, 


CANADA 


Hon. Robert W. Mayhew, M.P., Minister 
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ANACAP 


PY ways better than ever before 
oP ee 


1. Greater tensile strength * One of the strongest silks ever created— 
smaller diameter sizes can be used everywhere to minimize trauma 


and foreign body reaction. 


. Withstands repeated sterilization: New Anacap Silk can be boil- 
ed or autoclaved six separate times without appreciable change in 


either strength or texture. In laboratory tests almost the full original 


strength is maintained even after 23% hours of boiling. 


, Easier to handle: Firmer, not limp, Anacap Silk speeds operative technic. 
Braided by a new method that minimizes “splintering” and “whisk- 
ering” it passes readily through tissues. The ease of handling Anacap 


makes it a “new experience” in silk suturing. 


ls Absolute non-capillarity : Having no wick-like action, new Anacap 
Silk is resistant to body fluids and will not spread an early localized 


infection if it occurs. 


Doubly economical: Low in original purchase price, new Anacap Silk 
is also low in individual suture cost because of its long steriliza- 


tion life. 


In sizes 6-0 to 5 om spools of 25 and 100 yards; sterile in tubes with 
and without D ¢ G Atraumatic® needles attached. 


DAVIS & GECK, INC. 


57 Willoughby Street, IO Brooklyn 1, N. ¥. 
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“The Canadian Hospital” Offers 


Awards for 


HE Editorjal Board of The 
Canadian Hospital again an- 
nounces that it will make its 

annual award of one hundred dollars 
($100.00) for the best article pub- 
lished in 1951. For the second article 
selected, there will be an award of 
fifty dollars ($50.00). 

These awards are for articles 
which, in the opinion of the judges, 
best display: 

a. Soundness of viewpoint 

b. Originality of thought 

ce. Practicability 

. Personal research 
. Good writing 
. Attractiveness of presentation. 


Conditions 

1. Judges will be the members of 
the Editorial Board of The Canadian 
Hospital, and their decision will be 
final. 

2. Articles submitted must be on 
some phase of hospital work, or deal 
with socioeeconomic movements re- 
lated to hospital activities, in this 
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Vancouver and the Fraser Valley 
are taking the course which is de- 
signed to improve all phases of food 
inspection by basic studies of such 
subjects as bacteriology, food pack- 
ing and storage, cleaning routines, 
poisonous food, new insecticides, the 
chemical examination of food, and 
many other aspects of food handling. 

Funds have also been set aside for 
the salary of a supervisor of medical 
social work at the University of 
British Columbia. This appointment 
enables larger numbers of students 
of medical social work to obtain their 
second year specialized field work in 
Vancouver hospitals. 


Public Health 


In Manitoba, federal grants will 
help to buy x-ray and laboratory 
equipment. The Swan River unit will 
receive $11,000 to purchase such 
equipment which will be housed in 
the Swan River Hospital. The 
Morris-Altona laboratory and x-ray 
unit will also be aided in obtaining 
equipment which will be temporarily 
installed in the Morris District Hos- 
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Best Articles 


country or elsewhere. 

3. Articles should be of 1,500 to 
3,000 words in length, although these 
limits are not necessarily obligatory. 
Articles should be typed, double 
spaced and on one side of the sheet 
only. 

4. Any article received may be 
published in The Canadian Hospital 
and the Canadian Hospital Council, 
through the journal and its bulletins, 
shall have the sole right of publica- 
tion. 

5. Any person engaged in hospital 
work, or in a field related to hospital 
work, and who is not a professional 
writer, will be eligible for this award, 
irrespective of the country in which 
he resides. 

6. Articles received but not pub- 
lished in 1949 are eligible for a 1950 
award; articles received in 1950 but 
not published until 1951 will be 
eligible for the 1951 award. 

Awards for 1950 will be announced 
shortly. @ 


pital. (The Morris-Altona unit covers 
the combined hospital districts of 
Morris and Altona and equipment 
had already been purchased for the 
Altona district in 1949.) The Hami- 
ota unit will receive a similar grant. 

To help provide full-time public 
health services in the Virden area, 
which has been enlarged to include 
2,000 people from the rural muni- 
cipality of Miniota, a grant has been 
authorized to meet the salary of an 
additional public health nurse and 
the running expenses of a sub-office. 
Total cost of all these projects will 
be about $30,000. 


Reséarch 


The psychological effects of dia- 
betes on children are being studied 
at the Hospital for Sick Children, 
Toronto, with the aid of a federal 
health grant. The study is in charge 
of Dr. William A. Hawke, director 
of the hospital’s clinic of psycho- 
logical medicine, aided by an assist- 
ant psychiatrist and a social worker. 

Since diabetic children are subject 
to many restrictions such as, a con- 


trolled diet, a regular routine for 
administration of insulin, and cur- 
tailed physical activities, it is be- 
lieved that they are more likely to 
develop behaviour problems than 
children with normal health. The re- 
search will seek to determine whether 
this is true and will also try to dis- 
cover if the young patient can be 
helped by psychiatric therapy in 
adjusting himself to the measures he 
must take to control the disease. 


A study is being conducted in 
Toronto to determine the causes of 
harelip and cleft palate in children. 
The research is being financed by 
federal health funds and is being 
carried out by reviewing all cases 
of these abnormalities which are on 
file at the Hospital for Sick Chil- 
dren, Toronto, for the past twenty- 
five years. The study is being done 
by Robert G. Rist under the joint 
direction of the chief surgeon of the 
Hospital for Sick Children and of 
Dr..N. F. Walker, associate profes- 
sor of human biology, University of 
Toronto. 


Tuberculosis 

Three Quebec sanatoria will re- 
ceive more than $278,000 for scien- 
tific and technical equipment. A 
federal grant has been authorized for 
St. George’s Sanatorium, Mont Joli, 
which will be used to purchase a 
large quantity of operating room and 
other equipment necessary to provide 
adequate treatment facilities for 
additional patients. 

Funds have been set aside to 
purchase equipment for x-ray and 
laboratory work, pneumothorax, and 
other diagnostic and treatment pro- 
cedures, at Lake Edward Sanatorium 
in La Tuque region. The grant will 
also help to buy equipment for the 
occupational therapy department and 
will aid in developing a patients’ 
library as well as a scientific library 
for the medical and nursing staff. 

More than $158,200 have been 
allotted to the new St. Joseph de 
Rosemount Sanatorium, Montreal. 
Most of this is for equipment, in- 
cluding complete provision for dental, 
urological, orthopedic, pathological, 
surgical and. otolaryngological de- 
partments, as well as for bacterio- 
logical and biochemical laboratories. 
The grant also provides salaries for 
the thoracic surgeon, a chief of 
laboratories, and two dietitians. 
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Nearly fifty years ago Baver & 
Black first instituted the policy of 
building a service organization on 
the twin watchwords: RESEARCH 
and PRODUCT DEVELOPMENT. 
Searching the depths of 
undiscovered knowledge, seeking to 
create specialized products to meet 
specialized human needs, Baver & 
Black follow an exacting technique 
to be of ever-greater service to the 
foremost of professions. 





INTEGRATED TO INCREASE A SPECIALIZED EXCELLENCE 


BAUER & BLACK O.P.C. NO. 2 SUSPENSORY has so many advan- 
tages that it is often prescribed for patients needing therapeutic 
support. Seamless pouch, full retention through properly-placed 
leg bands, better waistband fit without padding. Finest of ma- 
terials scientifically tailored for comfort and remedial effect — 


When you have to prescribe a Suspensory, °” © & &, 'Tinst in Bostic Supports.” 


suggest a Baver & Black O.P.C. No. 2. 





9 
AN EXCLUSIVE PRODUCT OF BAUER & BLACK unt 


REG. IN CANADA 


Division of The Kendall Company (Canada) Limited BAUER & BLACK 
0.P.C. N° 2 SUSPENSORY 





RESEARCH TO IMPROVE TECHNIQUE... REDUCE COST 
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Inset shows the new Ohio-Scanlan full nickel 
clad, rectangular, 24 x 36 x 48 inch formula 
sterilizer installed by Hartz in the milk 
formula room in the new “Sick Kids’. Wide 
range control valve supplies steam heat at 
from 5 to 20 lbs. Recessed double doors at 
each end accommodate special loading cars 
which remain inside sterilizer durmg auto- 
claving. Loading cars have capacity of 400 
eight-ounce bottles, and are transported on 
special transfer carriages. This sterilizer 
handles over 4000 feedings per day. 


: 
1 


OVER FIFTY YEARS SERVICE TO CANADIAN HOSPITALS 


The J. F. Hartz Co. Limited was founded and opened its doors for the first time on 
January Ist, 1900. The Hartz standard of quality and service has resulted in our 


acceptance as Canada’s leading supplier of hospital, surgical, physicians’ and 
sick-room necessities. 


THE |}. F| MARTZ CO. LIMITED 


MONTREAL ¢ igo} Se), Bae) © HALIFAX 
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Fund-Raising for Hospitals 


Challenged by the success of his first hospital fund-raising campaign in Salem, 
Ohio, in 1911, F. Herbert Wells has continuously striven to provide the best in fund- 
raising services to hospitals. 


During the intervening years since 1911, the name of Wells has been connected 
with the raising of more than $100,000,000 for hundreds of hospitals located in 
almost every section and in several foreign countries. 


Since World War II* every hospital building fund campaign directed by Wells 
Organizations has been over-subscribed with one exception. For example, the 
average percentage of objectives raised on hospital building campaigns in 1947 was 
182 per cent; in 1948 it was 115 per cent; and in 1949 it rose to 142 per cent. 
Percentage for 1950 has not been estimated. 


Today's fund-raising problems require, when appropriate, many related services 
such as surveys, organized self-studies, and public relations programs—all of which 
can be provided by the Wells Organizations’ staff of more than thirty qualified and 
experienced fund-raising directors. 


An inquiry pertaining to the fund-raising 
needs of your hospital will incur no obligation. 


WRITE OR PHONE 





Other Wells Orgonizations Offices 


Washington Building 

Washington, D. C. a Ss 
Electric Building 

Fort Worth, Texos 


——— OF CANADA 


pscrmees) a5 FUND RAISING CAMPAIGNS 
330 BAY STREET 


NORTHERN ONTARIO BUILDING 
SUITE 1601 


TORONTO - ONTARIO 
PHONE PLAZA 5878 





FOR 40 YEARS THE NAME or Weds HAS STOOD FOR QUALITY FUND-RAISING CAMPAIGNS 
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Dr. F. W. Routley Decorated 
by Netherlands Ambassador 


Dr. F. W. Routley of Toronto, Sec- 
retary of the Ontario Hospital Asso- 
ciation, was recently decorated by 
His Excellency A. H. J. Lovink, 
Netherlands Ambassador to Canada, 
with the Commander’s Cross of the 
Order of Orange Nassau. The deco- 
ration, one of the highest conferred 
by the Netherlands government, was 
in recognition of the part Dr. Routley 
played as national commissioner of 
the Canadian Red Cross Society in 
the work of the Canadian United 
Allied Relief Fund for the people of 
the Netherlands after the second 
World War. 


” * * * 


Dr. Barclay McKone Appointed to 
Post at Moose Factory, Ont. 


Dr. Barclay McKone has been ap- 
pointed superintendent of the new 


Indian Health Services island hos- 
pital at Moose Factory, Ontario. Dr. 
McKone has been superintendent of 
the Western Counties Veterans’ 
Lodge at London, Ontario, for the 
past three and a half years. He has 
specialized in the treatment of tuber- 
culosis and has had previous experi- 
ence at the D.V.A. Hospital at Kings- 
ton, Ontario, and at Mountain Sana- 
torium at Hamilton, Ontario. 


* * oa * 


Dr. Jules Mercier New Head of 
Three Quebec Veterans’ Hospitals 


Three veterans’ hospitals, the Queen 
Mary Veterans’ Hospital, Montreal, 
the Ste Anne de Bellevue Hospital, 
and the St. Hyacinthe Hospital, 
have been united for administration 
purposes under Dr. Jules Mercier, 
O.B.E., of Quebec. Dr. Mercier has 
also been appointed senior treatment 
medical officer and medical superin- 
tendent at the Queen Mary Veterans’ 
Hospital. Graduating from Laval 
University in Quebec City, in 1922, 
Dr. Mercier was engaged in private 
practice until 1939 when he joined 
the Canadian Army Medical Corp. 
He was assistant district medical 


84 


officer at Quebec before going over- 
seas and on returning to Canada was 
appointed district medical officer. 

Dr. Mercier will be assisted by Dr. 
E. A. Fergusson, a veteran of World 
War 1, who is on loan from the 
Halifax district. Dr. Fergusson is 
a graduate in science from Mount 
Allison University, Sackville, N.B., 
and in medicine from the University 
of Edinburgh. He has also been cer- 
tified as a specialist in surgery by 
the Royal College of Physicians and 
Surgeons of Canada. , 


* * % 


Accepts New Appointment 

Robert B. Ferguson, formerly 
assistant treasurer, Toronto Western 
Hospital, has been appointed admin- 
istrator of the Humber Memorial 
Hespital, Weston, Ont. Mr. Fergu- 
son is a graduate of the University 
of Toronto in political science and 
economics and has completed the 
two-year post-graduate course in 
hospital administration at that Uni- 
versity. 

Before entering the hospital field 
he served in various institutional 
and administrative capacities with 
the Canada Steamship Lines and for 
a period was assistant to the comp- 
troller of Hart House, University of 
Toronto. His appointment at the 
Humber Memorial became effective 
as of January 15th. 


Robert B. Ferguson. 


Helen Schurman Assumes Duties 
At Summerside, P.E.I. 

Helen E. Schurman, Reg. N., of 
Plaster Rock, N.B., commenced her 
duties as superintendent of the 
Prince County Hospital at Summer- 
side, P.E.I., at the end of December. 
Prior to her appointment Miss Schur- 
man was on the staff of the Victoria 
Public Hospital in Fredericton, N.B. 
She succeeds Mrs. Margaret Boehner, 
Reg. N., who resigned last August. 


* * * * 


Superintendent Appointed for 
Sanatorium at Brantford, Ont. 

J.S. Hazen, M.D., C.M., F.A.C.C.P., 
has been appointed superintendent 
of the Brant Sanatorium at Brant- 
ford, Ontario, and commenced his 
duties in January. Dr. Hazen fills 
the vacancy created by the death of 
Dr. John M. McDougall. After 
graduating from Queen’s University, 
Kingston, Ontario, Dr. Hazen in- 
terned in Hamilton and was a staff 
member at the Mountain Sanatorium 
for three years. In 1939 he joined 
the staff of the Division of Tubercu- 
losis Control of the Province of 
Ontario as clinician and inspector 
of sanatoria. Dr. Hazen enlisted in 
the Canadian Army Medical Corp in 
1941 and after overseas service was 
discharged in 1946. Before assum- 
ing his present position, he was 
senior physician on the staff of the 
Muskoka Hospital at Gravenhurst, 
Ontario. In 1949 he was elected a 
Fellow of the American College of 
Chest Physicians. 


* * * * 


Allan Blair Memorial Fellowship 
Awarded to Dr. Donald J. Currie 


The Canadian Cancer Society has 
announced that Dr. Donald J. Currie, 
Toronto, Ont., has been awarded the 
$8,000 Allan Blair Memorial Fellow- 
ship to further his study of cancer. 
Dr. Currie was graduated in Med- 
icine from the University of Toronto, 
at the age of 22, and won the K. C. 
MacKenzie prize in neurosurgery. 
After receiving intern training at 
hospitals in both Toronto and Mon- 
treal, he is now taking a diploma 
course in surgery at McGill Uni- 
versity and is an assistant resident 
surgeon at the Montreal General 
Hospital. Dr. Currie will use the 


(Concluded on page 126) 
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iA REITER 


“Top of rubber collar 
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1 hir vent closed 
Fema! User vacuum seal produces the | 


~ SECONDARY. 


The FENWAL SYSTEM 


installed in the 
Central Sterile Supply Service 
of the 


Hospital for Sick Children 


Toronto 


TORONTO WINNIPEG CALGARY VANCOUVER 


Exclusive Canadian Distributors 
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->———— CHOSEN by HOSPITAL for SICK CHILDREN 


SAVE TIME — 
and be assured of Clean Hypodermic Needles 


The CASADY 


Cleans 100 needles 


every 10 minutes 


In addition, the Casapy HyPo- 
DERMIC NEEDLE CLEANER does 
the job thoroughly, cleaning 
out the heads of the needles 
with an electrically driven 
swab at five revolutions per 
second. Both needle heads and 
shafts are then “tri-cleaned”’ 
with three separate fluids 
passed successively through 
each needle under 20 pounds 
pressure, after which com- 
pressed air is forced through 
the needles. leaving them 
ready for sterilization. 





CASTLE Reflux Stills 


The CASTLE REFLUX STILL is the result 
of years of engi ing h and scien- 
tific experimental work. It is radically 
different in its design, and the CASTILE 
REFLUX STILL eliminates mineral and or- 
ganic impurities to a greater degree than 
has been possible heretofore in any still 
for general use. As a source of pure water 
for the most critical purposes it is unex- 
celled. 








27-Inch Rise in Evaporator 


The final step in the guaranty of purity 
is the design of the Reflux or primary con- 
dgnser. The primary condenser causes at 
least one quarter of the vapor—particularly 
larger particles—to condense and fall back 
into the evaporator. The long 27-inch rise 
to the pass-over into the secondary con- 
denser means that vapor that actually 
reaches it is pure to the last degree. 


Write for Illustrated Folders describing in 
detail this equipment. 


Exclusive Distributors. 


COMPANIES 
TORONTO WINIPEG CALGARY VANCOUVER 
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The Trustee 
(Concluded from page 45) 

to warrant the extra expenditure? 
Will your hospital be obsolete in a 
few years if you don’t install them 
or will something better be available? 
I have made my own decision here, 
as in other instances, after getting 
the administrator’s recommendation 
and as much additional data as pos- 
sible from every available source. 


Long Range Planning 


During all this time, operational 
plans and policies have to be con- 
sidered, what ancillary services are 
to be provided and to what extent. 
With mechanized equipment, such as 
ultra-modern fully-automatic laun- 
dry machinery, and technical appa- 
ratus and supplies available for the 
radiological department, pharmacy, 
and laboratory, frequently a single 
‘operator can do more and better work 
than six people without such instal- 
lations. The natural tendency, there- 
fore, is to provide as many of these 
as possible. Since, however, all this 
is relatively quite expensive and 
represents considerable capital in- 
vestment, it brings up the question 
of whether a number of hospitals in 
the area shouldn’t use these facilities 
jointly. From here it is just another 
step to regional hospital planning, 
where a main hospital could be the 
chief medical centre for a large area 
with good but smaller and less ex- 
pensive hospitals in the surrounding 
communities. This could mean higher 
standards than are now found in 
many smaller institutions and, at the 
same time, produce worthwhile over- 
all economies for everyone. To ac- 
complish all this, of course, requires 
long range planning, but a start can 
always be made in one or more de- 
partments such as radiology, labora- 
tory, laundry, or any other that fits 
into the needs of neighbouring insti- 
tutions. This is a particularly at- 
tractive proposition where a new hos- 
pital may be designed for future ex- 
pansion but where it is desirable to 
have the best equipment immediately 
and which may have a greater capa- 
city than needed for present require- 
ments. You can appreciate the im- 
portance of giving careful considera- 
tion to such possibilities early in 
order that proper provision may be 
made during the construction stage. 

Yes, it takes time, energy, and 
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plenty of resistance to the well in- 
tended advice and criticism that a 
Hospital Trustee or Board Member 
is subjected to during the construc- 
tion of a major new building, but 
the experience and satisfaction you 
will get in return will pay you well. 


The Administrator 
(Concluded from page 46) 


be made available at the first staff 
meeting. Any suggestions should be 
sent in writing to the administrator 
who conveys them to the architect. 
The administrator must be ready, 
whenever the need arises, to confer 
with any doctor seeking information 
about the plaris. 

A copy of plans for special depart- 
ments such as radiology, pathology, 
and pharmacy, should be lent to the 
heads of these departments with a 
request for approval or suggestions 
in writing. 

Those sections of the building 
which vitally affect the nursing serv- 
ice should be carefully checked over 
with the superintendent of nursing 
and her assistants. The food service 
area and system should be worked 
over again and again with staff dieti- 
tians. The administrator may also 
spend some time to advantage in 
discussing the plans with any intelli- 
gent staff member, regardless of 
category. He will take into account 
criticism of existing facilities and 
try to prevent grounds for complaint 
in the new building. He can do this 
by drawing upon the knowledge and 
experience of his staff, gradually 
sifting the real needs from possibly 
a great quantity of wants. 

As noted above, for every sugges- 
tion the architect must be given a 
sound reason if one hopes to have 
the plans changed; and this is the 
time to do it, not when the final plans 
arrive. 


Final Plans 


Before final plans are submitted, 
the architect should place before the 
administrator a copy of the specifica- 
tions, more particularly the mechan- 
ical ones. There must be harmony 
of opinion concerning plumbing, 
heating, ventilation, telephone and 
paging services, built-in equipment, 
and equipment to be supplied by the 
contractors. The architect must state 
clearly what he includes under “fur- 


nishings and fixtures”. Such a head- 
ing may be misinterpreted and if the 
administrator is estimating costs, 
this information is vital. Once a 
contract is let, major changes involve 
costly extras and the latter are right- 
ly frowned upon. 

The Board of Governors or Trus- 
tees will probably ask the adminis- 
trator’s opinion of the final plans— 
plans based upon the architect’s esti- 
mate of what the money available 
will provide. Unless the administra- 
tor has excellent reasons for insist- 
ing upon changes which the architect 
has not made and has sufficient 
knowledge to argue architectural 
merits with an architect approved 
by his Board, he can but approve. 


During Construction 


Through the months of planning, 
administrators are called upon to 
make use of all their experience and 
knowledge as well as opinions from 
all sources which they deem to be 
good and practical. But there is much 
more to do. The designing architect 
may be far away and each day the 
construction architect will be pressed 
by the contractor for instructions 
concerning a host of details which 
require a knowledge of how hospital 
work is done. The administrator 
must stand prepared to help them 
arrive at decisions, often in a hurry 
so that construction is not delayed. 

He will also have to examine and 
approve or make suggestions con- 
cerning detailed drawings of cabi- 
nets, special rooms or departments. 
His opinion is also influential in de- 
ciding the number and design of 
much equipment and furniture and 
he is expected to make recommenda- 
tions with respect to purchasing in 
general. “Check lists” may be found 
in Hospital Organization and Man- 
agement by Malcolm MacEachern, 
M.D., and other publications and 
advice may also be obtained from the 
Canadian Hospital Council. Finally, 
the administrator can be of help to 
those who wish to donate money for 
specific purposes, e.g., furnishings 
or equipment, by advising them as 
to what the hospital needs and the 
cost of various items. 


No group guards, more jealously, 
its high standards of service than the 
health workers who staff our Can- 
adian hospitals——Hon. Paul Martin. 
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New...The Seamless Atraloc Needles 


ONE TEMPER THROUGHOUT = NO SOFT SPOTS 


Cross-section of swaged end of Ethicon Seamiess Needle. 
End is drilled and threaded. Suture is screwed in posi- 
tion. Needle is cold-pressed to establish absolute grip 


CONVENTIONAL SWAGE 


on suture, 


GREATER STRENGTH, LESS BULK, 


Surgeons are offered new refinements and dependability 
in use in the Ethicon Seamless swaged needles. 

Their exclusive design is based on a new construction 
principle, devised by Ethicon engineers and metallurgical 
consultants. 

The surgeon gets a needle with an unbroken surface 
from end to end, without brittleness or soft spots. The 
process permits complete control of every stage of manu- 
facturing. Uniform strength of the steel is maintained 


OR BRITTLENESS 


ETHICON SEAMLESS SWAGE 


FROM EVEN-TEMPERED STEEL 


by the electrical method of tempering the needle. The 
result is a smaller diameter, yet stronger needle with 
optimum flexibility and maximum stiffness. The shorter 
swage permits a longer, more useful flat area which 
also does not turn in the needle holder. 

As illustrated above, the Ethicon Seamless Needle 
is free from the possibility of rough seams, often found 
in the conventionally swaged needle. The seamless 
needle is used in all possible needle suture combinations. 


An Example of Standardization 
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FOR ABDOMINAL CLOSURE, SIX NEW NEEDLES SERVE MOST ALL USES 


For Ob., Gyn. and general closure, sutures swaged to 
eyeless needles are winning acceptance through their 
many benefits. 

The Ethicon Seamless Needle draws a single strand 
of suture through the tissues, with minimal tissue 
trauma and added speed and ease of use. 

The Seamless Needles have uniform curvature and 
improved cutting points with constant sharpness. They 
are hand-honed and individually inspected. Fewer sizes 


FEBRUARY, 1951 


and varieties are needed. Nurses’ time is saved in 
release from threading and in preparation of sutures. 

After extensive research in surgeons’ preferences, 
Ethicon designed the 6 needles shown above, which 
meet the requirements of 80% of the needles used in 
abdominal closure. 

These needles are swaged to Ethicon’s Tru-Gauged, 
Tru-Chromicized Surgical Gut, noted for its strength 
and flexibility. 

















-- TODAY IT’S A DREAM COME TRUE 
The New 


HOSPITAL FOR SICK CHILDREN 


.. . the twelve million dollar structure which the 
people of Canada have erected to ease child- 
hood's suffering and through research to 
promote better health. 





NURSES’ STATIONS 
In blonde furniture with turquoise and rose formica tops; 
portable history racks. 3 
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PRIVATE PATIENT'S ROOM 

Bed ends easily removable to facili- 
tate transport to operating room. 
Bedside table in wood with metal 
interior. 
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The Architect 
(Concluded from page 47) 

will be found that the requirements 
of any two communities are never 
identical and an attempt to use plans 
prepared for another locality may 
result in the adoption of unsuitable 
or obsolete ideas. In such a case 
development in building research is 
retarded and it is more difficult to 
make the changes which are con- 
tinually being introduced in hospital 
design. 

Selecting the Site 


The architect should be appointed 
before the site has been officially 
decided upon. Many of the factors 
concerning the site will be obvious 
to all members of the building com- 
mittee but others may be overlooked 
unless investigated by the specialist. 
Such items are: 

1. Drainage of the site and nature 
of the soil—clay, rock, quick sand or 
filled ground. 

2. Availability of water supply, 
electricity, gas, and telephone serv- 
ices, sanitary sewers, and storm 
sewers. 

3. Orientation, as it is important 
in the Canadian climate to take ad- 
vantage of southern exposure and 
desirable prevailing winds. 

4. Sufficient area for present re- 
quirements and future extensions. 

5. Transportation — walking dis- 
tance to street cars or buses—good 
roads for motor cars and ambulances. 

6. Parking facilities. 

7. Quiet location off main thor- 
oughfare and away from _ noise, 
smoke, dust, and objectionable odours 
of industries. 

8. High ground to provide good 
outlook and circulation of air. 

9. Relative costs of different sites. 
The advantages and disadvantages 
must be weighed. 

10. Local planning board projects 
including arterial roads, zoning, et 
cetera. 

Preliminary Studies 


Probably the most important con- 
tribution of the architect is the skill 
and creative ability which he brings 
to solving the problem as presented 
by the board. The results of this are 
presented in the form of preliminary 
studies. The planning of each de- 
partment and its relation to the 
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scheme as a whole will be solved in 
detail. In fact the success of the 
whole scheme will depend on the 
decisions made at this stage. All by- 
laws and regulations must be com- 
plied with, not the least important 
being the requirements of the pro- 
vincial government on which grants 
are based. 


Contract Documents 


When the preliminary studies have 
been approved by the board and the 
government departments concerned, 
the architect translates them into 
working drawings and specifications. 
These are legal documents which 
show in detail the work required of 
each and every trade, from the exca- 
vation to the last piece of finishing 
hardware. 

The working drawings and speci- 
fications are then issued to con- 
tractors who will each submit a price 
for which they will contract to carry 
out the work. The architect will ad- 
vise on the selection of the con- 
tractor and will explain to the board 
the implications of such sections of 
the documents as guaranty bonds, 
liability insurance, and mechanics 
liens. 


Construction of the Building 


During the period of construction, 
the architect will inspect the work 
to see that the requirements of the 
contract are fulfilled. Payments to 
the contractor are usually made once 
a month. These are made on cer- 
tificates issued by the architect after 
he has checked the value of the work 
completed to that time and has made 
deductions for previous payments, 
provision for mechanics liens, et 
cetera. In this way the board is 
protected in the financial transactions 
between it and the contractor. 

In completing the project the 
architect will advise on the equip- 
ment, furnishings, and decoration. 
It is realized now that the “institu- 
tional feeling” produced by buff and 
green colours in older hospitals is 
quite undesirable. The theory and 
practice of colour therapy are recog- 
nized and accepted by the medical 
profession. Certain colours or com- 
binations of colours excite, disturb, 
or depress, while others induce repose 
or happiness. There are “warm” and 
“cool” colours, as well, that can be 
used to advantage in northern or 


southern aspects or for rooms where 
warmth or coolness is desirable. In 
making his recommendations, the 
architect will be guided by the latest 
studies which have been made by 
experts in this field. 

The building of a hospital is the 
combined effort of a team consisting 
of the board, the hospital consultant, 
the administrator, and the architect. 
The degree of success will be in 
direct relation to the ability of the 
group to work as a team. Each 
makes an important contribution and 
helps to bring about the desired re- 
sult—a hospital which will be the 
pride of the community. 


“Hospital of Tomorrow” 


When hospital administrators in 
the United States were asked re- 
cently to forecast the hospital of the 
future, they predicted a building of 
functional design featuring privacy 
for patients, eye-appealing colour 
schemes, and indoor climate control. 
This survey, conducted by the hos- 
pital division of Minneapolis-Honey- 
well Regulator Company, showed 


that the present trend toward pati- 
ent privacy will eventually reach its 


climax in the virtual elimination of 
wards which will be replaced by 
one- and two-bed rooms. Almost 95 
per cent, of the administrators 
polled, considered that colourful in- 
terior decoration and_ individual 
roorn temperature control were the 
factors most essential to the wel- 
fare and contentment of the patient. 

Radiant panel heating and base- 
board radiators were an overwhelm- 
ing choice over old fashioned radia- 
tors, while casement windows with 
projected sills were preferred by 
more than fifty per cent. The admin- 
istrators were also in close agree- 
ment on the advantage of a central 
system of oxygen distribution with 
outlets in various rooms. Less than 
10 per cent were in favour of the 
cumbersome portable type of cy- 
linder. Gas ran a close second to oil 
for heating and to electricity for 
food preparations. 

Further emphasizing the present 
tendency to offer patients more for 
their money to balance the rising 
cost of hospitalization were other 
ideas such as: acoustical ceilings, 
fluorescent lighting, and self-regu- 
lating beds. 
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S PRODUCTION SUPPLY 


s the Frc Cyl 


With the mounting demands for 
surgical solutions, whole blood and 
plasma, progressive hospital plan- 
ning considers the economic impor- 
tance of the FLUIDS PRODUC. 
TION SUPPLY—a vital, central- 
ized service embracing facilities for 
processing requirements independ- 
ent of outside sources of supply. 








FENWAL EQUIPMENT 


not only offers unprecedented safety and economy in the preparation, steril- 
ization, storage and administration of Sterile Solutions . . . a major part of 
its component elements are actually essential to the blood bank facility 
as well. 


Nationwide hospital experiences substantiate the consistent degree of accu- 
racy and safety attainable by any properly trained attendant . . . far less 


difficult than that of collecting blood and producing plasma. Hospitals, 
large or small, can benefit by this timely installation . . . only negligible 
space is required. Canadian Distributors 
THE 
COMPANIES 


Toronto, Winnipeg, Calgary, Vancouver 


ORDER TODAY or write for further information 
MACALASTER BICKNELL COMPANY 
243 Broadway Cambridge 39, Massachusetts 
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Hospital Expansion 
(Concluded from page 55) 


small extent also, the total of new 
beds reported here is reduced some- 
what because of replacement of 
private hospitals by new community 
hospitals but the number involved is 
not great. The change of ownership 
from private (proprietary) to public 


or community ownership is a trend 
that has been evident for many years 
and it appears likely to continue, 
because of rising hospital costs. 
This replacement of old beds is all 
to the good. It means a more func- 
tional layout, improved diagnostic 
and treatment facilities, better fire 
protection, more efficient use of 
staff, and better patient care. It is 


Table V 


Hospital Construction Grant* 


Grants approved up to Dec. 1, 1950 
(By province and type of bed) 


| Chronic | 
Conval- | 


escent | Mental 


Provinces ....| 14,478 2,795 | 


Type 


4,548 





| 


| Grants for 
| Hospitals 


$ 701,665 
270,996 
2,391,816 
661,905 
7,736,689 
6,330,367 
1,851,240 
812,371 
1,709,664 
1,757,267 


7,752 
6,358 
1,891 
1,302 
1,796 
1,994 





| 





| 


| 
3,124 24,945 | $24,223,980 





* From “National Health Program” published by Department of National Health 


and Welfare, December, 1950. 


Table VI 


New Acute Hospitals by Size Groups and by Province* 


Province 


5 | 24 


Newfoundland 2 
Prince Edward 
Island 


British Columbia. | 


Totals | 48 | 23 | 32 


Hospital Units by size groups 


|Under| 15- | 25- | 50- 


75- | 100- | 150- | 200- | Over | 
99 | 149 | 199 | 249 | 250 | 
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number of bassinets. 


the one complete method of plant 
modernization. 


Size of New Hospitals 


With regard to the construction of 
these new plants, it is interesting to 
examine them by size and by provin- 
cial distribution. From Table VI, it 
may be noted that 98 or 71.5 per 
cent of the projects were under 50 
beds in size. This group, however, 
made up only 25 per cent of the total 
bed capacity. A high proportion of 
the small units was built in rural 
Saskatchewan and Manitoba. These 
provinces were also high in the pro- 
vincial total of new projects ap- 
proved. The province of Quebec led 
the list in projects of larger size. 


Beds Added in 1950 


No detailed source of information 
is available (so early in 1951) of the 
number of new beds that were put 
into service during 1950. But from 
records and reports available, a 
reasonable estimate would be that 
about 3,000 have been added in all 
categories. 


Conclusion 


Analysis of the building programs 
in the various provinces has not been 
attempted for it would require a 
lengthy and a complicated study. 
Factors of previous supply and dis- 
tribution of beds would enter, and 
wealth, population trends, medical 
economics, and many other facts 
would need to be assembled. Much 
of this information will be available 
in the Health Survey Reports. 


Art Therapy Introduced at 

B.C. Tuberculosis Control Unit 

Art therapy has been introduced 
at the Vancouver tuberculosis con- 
trol unit as an experiment. Inten- 
sive and complete programs of art 
therapy have been carried out in 
England with successful results in 
many cases. The Shaughnessy Hos- 
pital, Vancouver, has used this treat- 
ment for nearly two years with 
encouraging results. The new pro- 
gram among tuberculosis patients 
will be in eharge of Dr. Eric Loewe 
and has been introduced at this unit 
because the number of patients and 
the range of tuberculosis conditions 
being treated gives an ideal cross 
section for studying the effects of 
the new therapy. 
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The BANK of NOVA SCOTIA 
Toronto 


WINDOWS BY 
CRESSWELL POMEROY 






































he window areas of commercial buildings and institutions can be a 
source of expensive heat loss. Poorly fitting or warped windows, inadequate 
weatherstripping, single glazing—all these increase heat loss and fuel ‘cost. 
Cresswell Pomeroy windows are designed as lasting, weather-tight units; 
weatherstripped all-round to stop seepage of wind, rain and dirt and double glazed to 
provide insulating air space between panes. Substantial fuel savings through 
reduction of heat loss can be effected by the use of Cresswell Pomeroy windows. 


Consult your architect or building contractor or write the 
nearest office of Cresswell Pomeroy for full information. 


2150 OXFORD AVE., MONTREAL 


HALIFAX ¢ QUEBEC + TORONTO «+ WINNIPEG + EDMONTON + VANCOUVER 
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The Colourful Approach to 


Hospital Decoration 


ODERN thought in the use 
Ty (°: colour to ameliorate 

mental and physical illness 
goes back nearly three-quarters of 
2 century. Around 1875,’ several 
scientists and doctors were using 
colour successfully in treating men- 
tal patients. In 1879, one E. D. 
Babbett, summarized case histories 
which tended to substantiate the 
cause of heal-with-colour. Since 
that time, evidence would point to 
the fact that colour does have a 
positive effect on a person’s mental 
and physical activities. 


Colour in Hospitals 


Approximately twelve years ago, 
research technicians were studying 
the use of colour in hospitals. Ac- 
cumulated data indicated that col- 
our was a specific and, as such, 
could be reduced to a given formula 
to produce a desired result. By 
visiting over 500 hospitals in 70 
cities, colour engineers evolved a 
certain basic plan by which various 
shades could be employed in hos- 
pitals as a direct therapeutic aid. 
The basis of this plan was the utili- 
zation of the power and energy in- 
herent in colour on a dynamic basis 
to replace the static dead-white 
treatment which tradition falsely 
prescribed as the only method of 
maintaining an antiseptic atmos- 
phere. By 1942, a definite science 
of colour application for hospitals 
known as Colour Dynamics had been 
evolved. 

Many important and practical 
facts about colour are now known. 
Colour engineers, for example, 
found that some shades, such as 
white, that have a high reflection 
value can actually lessen visibility. 
Other colours, with less reflection 
value, such as vista green, and sun- 
tone, were revealed to have the 
power of properly dispersing illumi- 


Mr. J. A. Wright is the Paint Man- 
ager of Hobbs Glass Limited, London. 
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J. A. Wright, 
London, Ont. 


nation and of helping the eye to 
achieve maximum ease of seeing. 
Some colours can affect a person 
in such a way that he may feel hot 
or cold, happy or sad. Certain 
colours, when used scientifically in 
a prescribed pattern can visually 
alter the proportions of any hos- 
pital area. 

Psychiatrists have recognized the 
effect of colour on emotions and 
the therapeutic value in creating 
harmonious, healing environments. 
Research into medical records 
shows that colour has definite cura- 
tive value. Doctors and adminis- 
trators recognize that when the 
average patient becomes aware of 
surroundings, “atmosphere” can be 
a tremendous asset in quickening 
recovery. By utilizing carefully 
planned colour schemes, the room 
may be treated to discourage un- 
happy thoughts and do much, indi- 
rectly, toward speeding convales- 
cence. The addition of colours to 
the hospital interior, taken from a 
purely decorative standpoint, en- 
hances the prestige of the institu- 
tion in the community. Hospitaliza- 
tion, as such, is barely 200 years 
old. The hospital evolved from the 
almshouse whose walls were white- 
washed for sanitary purposes and 
economic reasons. This white be- 
came an erroneous symbo! of hy- 
gienic cleanliness. The practice of 
painting hospital walls a stark and 
chilly white has, happily, been 
superseded by the newer knowledge 
of the stimulating powers of colour. 
No longer are patients frightened 
ky deadly white walls but rather a 
careful choice of colours creates 
a home-like feeling. 


Colour Therapy 


Expert advice is necessary when 
selecting colours for the hospital. 
It is obvious that no decoration, 
such as a disturbing pattern, should 


be applied in the case of patients 
with high temperatures. To those 
whose ailments are purely physical, 
a colour scheme based on soft 
green, creamy beige, or turquoise 
should have a recuperative effect. 
For mental cases there is no general 
colour rule. Some cases require the 
sedative effect of colour schemes 
based on gray, green, medium blue, 
and plum. The stimulating effect 
of deep chrome and rose madder 
can be used for accent on removable 
pieces. Especially important is the 
correct application of ceiling colour. 
If painted white, ivory or buff, the 
ceiling is not only uninteresting to 
the patient but may have a tiring 
effect due to glare. When it is 
painted in grayed greens and blues, 
however, a quiet and restful effect 
is produced. 

The positive conclusions concern- 
ing colour therapy were determined 
only after engineers had talked to 
hundreds of representatives of the 
medical profession. Typical of the 
countless discussions was one be- 
tween a nationally famous doctor 
and a colour engineer. The doctor 
asked if rooms for obstetrical pa- 
tients should be painted the same 
colour as rooms for those under- 
going surgery. The engineer an- 
swered “no”. He explained that 
while having a baby is a happy 
occasion, it entails a certain amount 
of shock. The mother has been 
through stress ‘and strain and, 
while happy, is shaken and pale. 
The colours used in this room 
should be salmons and pinks to 
bring back, by reflection, a healthy 
glow to her cheeks. On the other 
hand, the engineer went on, a surgi- 
cal patient is very much worried 
before the operation and does not 
care much what colour the room is 
painted. However, after the opera- 
tion is over and he comes out of 
the anaesthetic, he needs rest. If 
the lights are soft and the colours 
grayed down and not too pro- 
nounced in tone, he relaxes. The 
doctor agreed that the conclusions 
were correct and that the choice of 
colours would certainly aid in re- 
covery in both instances. 

To illustrate the step-by-step 
method for determining the most 
suitable colours for specific rooms 
or areas in a hospital, the following 
examples are given. 
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Ice cube absorbs heat 
. faster! 





FORMICA 


at Home with People 
ot Work in industry 
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Beauty Bonded 
| 

| 

| 


furniture in patient rooms including “over bed” tables. Formica 
wipes clean with a damp cloth, is unharmed by alcohol and 
boiling water, “Trade Mark. 


Toronto, Ontario: St. Joseph's Hospital uses Formica® tops on all | 
| 
| 


Installation by Eaton’s of Canada. 


ARNOLD ‘yen . bp ayetigs sons ila gig limited ~~ = 
ae Company ao 
TORONTO + OAKVILLE - MONTREAL 


This is no ordinary ice cube! It absorbs heat faster, 
because it has 12% greater surface area with which to 
cool liquids. More important, such ice cubes are 
automatically produced by the hundred pounds or “by 
the ton”’ as necessary, by means of a York Ice Cuber... .. 
In making such equipment available in Canada, we 
stress our ability to supply the best in refrigeration. For 
36 years we have operated exclusively in both low and 


CLEANING | medium temperature cooling, with or without special 
| humidity factors. We specialize in industrial, com- 
| mercial and scientific applications in these fields. If 

COM 2 1] UN DS | you have a problem we invite your enquiries. 


In the maintenance of cleanliness in Hospitals 
and other institutions, many special problems 
are encountered. For years, Dyeco salesmen 
have brought the sanitation difficulties of their 
customers to the extensive Dyeco laboratories. 
As a result, a great many new sanitation and 
cleaning compounds have been developed to 
completely eliminate half-measures in clean- 


liness. Take advantage of 
Dyeco’s experience by using REFRIGERATION AND AIR CONDITIONING 


DYECO Standard Products. | ENGINEERING AND CONTRACTING 
For further information 


write: 


DYE & CHEMICAL 
CO. OF CANADA LTD. 


KINGSTON, ONTARIO Established 1923 
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Amphitheatre 

The amphitheatre is designed 
with tiers of seats arranged to give 
an uninterrupted view of the field 
of operation. A good colour to use 
in this room is lavax eye-rest green. 
Walls, ceiling, trim, and seats may 
be painted in this shade and it is 
further recommended that green 
gowns be worn by those observing 
as well as those actually perform- 
ing the work. In a place where 
seconds are most valuable this 
colour will not result in a visual 
loss of time during intervals when 
the surgeon must raise his eyes 
from the operation. 

The reason for the use of this 
colour can be demonstrated best by 
performing a simple experiment in 
after-images. On a white card, 
place a spot of green and count 
thirty slowly while looking at this 
spot, then shift your eyes from the 
green spot onto the white of the 
card and you will see pink. Repeat 
the same experiment as above, using 
a red spot and you will find the 
after-image to be green. With this 
as an established fact, we know 
visual colour disturbance resulting 
in eye strain and nervous tension 
is minimized as the colours of the 
room and field of operation auto- 
matically adjust one to another. 


Corridors 

A cheerful yet spacious effect is 
desirable in these places. To achieve 
this, walls may be finished in sun- 
tone and ceiling in white. 


Electro-cardiograph Rooms 

Here a restful colour is indicated 
to avoid stimulating the patient. 
Such a colour, for walls and ceiling, 
is eye-rest green. 


Fever Therapy Rooms 

Here, where high fever is elec- 
trically induced, a room the colour 
of ice is most appropriate. Walls 
and ceiling may be painted with an 
intermix of one part wallhide sea- 
foam green and two parts wallhide 
white. A good trim would be lavax 
sea foam green. 
Kitchens 

Kitchens should be clean, cool, 
and spacious in appearance. This 
is accomplished by using semi-gloss 
colours such as an intermix of 
equal parts of semi-gloss velvet 
green and white or pastel blue. 
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Lobbies 

Here is an area where patients, 
relatives, and friends, first come 
in contact with the hospital. There- 
fore, cheerful colours are manda- 
tory as a morale builder. 

First of all, the arrangement, 
lighting, and furnishings should 
be studied. There are many dif- 
ferent colour combinations which 
may be used such as, green and 
white, blue and suntone, sand and 
green or rose tan and gray. 


Nurseries 

Pinks and blues, colours associ- 
ated with babies, are most proper 
for usage in the nursery. Walls may 
be an intermix of one part rose tan 
and four parts wallhide white with 
the ceiling a blend of one part 
stratosphere blue and eight parts 
wallhide white. Cribs and trim 
could be an intermix of one part 
lavax suntone and eight parts lavax 
white. An alternate colour scheme 
would consist of an intermix of one 
part wallhide stratosphere blue, 
eight parts wallhide rose tan, and 
eight parts wallhide white. The 
trim might be an intermix of one 
part lavax rose tan and eight parts 
lavax white with cribs a blend of 
one part suntone and eight parts 
white. 


Waiting Rooms 

Here is the place where visitors 
wait, with many different feelings. 
This room is a decorating problem, 
as well as one of colour therapy. 
Therefore, raise the morale of the 
visitor, send him along with a smile 
and help to make his “Hello” to 
the patient a pleasant greeting. 

Before contemplating a colour 
arrangement the shape of the room 
and the colours of floor and drapes 
should be carefully noted. With 
this information in mind, warm, 
welcome, and cheerful colours 
should be chosen to form a pleasing 
background for the furnishings. 
Colours for the walls, such as let- 
downs of rose tan, suntone, and 
sea foam green are indicated where 
furnishings are in a soft key. Let- 
downs of colours such as cascade 
blue, sand, or stratosphere gray 
should be used where the furnish- 
ings are of a higher key. 


Wards 
The colour problem here is simi- 
lar to that encountered in private 


rooms with one exception—size and 
shape. However, size and shape 
can often be transformed in appear- 
ance by the correct use of colour, 
improving the beauty and therapeu- 
tic value of the room by painting 
narrow walls in a darker colour. 
The suggestions that I have made 
represent the thinking of many hos- 
pital authorities and colour ex- 
perts. They are the culmination of 
a cycle of hospital painting which 
started some two centuries ago 
with the white-washing of walls in 
an almshouse. Today, in colour 
dynamics, the modern hospital 
housekeeper can find a way to make 
colour actually work and at the 
seme time afford maximum sanita- 
tion and protection to surfaces. 


Scholarships Offered for 

Hospital Housekeepers Course 
A third Short Course for Hospital 
Housekeepers will be conducted by 
the American Hospital Association 
and Michigan State College at East 
Lansing, Mich., from April 2 to May 
25. Ten scholarships are being 
offered through the Pacific Mills 
Hospital Education Fund and appli- 
cations are being accepted now. Each 
scholarship provides tuition, living 
expenses, and incidentals for the 
course. Scholarship candidates must 
be employed by member hospitals 
of the American Hospital Associa- 
tion, or must have promise of such 

employment. 
Applications, 


with a° letter of 
reference and a statement on “Why 
I am Interested in Hospital House- 
keeping as a Career”, must be post- 
marked by midnight, March 5, 1951. 


All correspondence and _ inquiries 
about the scholarships should be 
addressed to the American Hospital 
Association, Attention: Scholarship 
Selection Committee, Pacific Mills 
Hospital Education Fund, 18 E. 
Division St., Chicago 10, IIl. 

Applications for the course itself 
should be sent to the Director of 
Short Courses, Michigan State Col- 
lege, East Lansing, Mich., with a 
$10.00 deposit. 


Of all failures, to fail in a witti- 
cism is the worst, and the mishap is 
the more calamitous in a drawn out 
and detailed one——Landor. 
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Main kitchen area. Butcher shop in foreground; 
main cooking equipment in background. 
Above—Ward diet kitchen and dishwashing 
unit. 


We are pleased to have been 


associated with the new 


Hospital for Sick 
Children 


in the installation of their modern 
Top, left: Dishwashers and Tables; Centre: typical pantry 


service unit. food service equipment. 
Bottom: 15’ electric dry-heat steam table with steam- 
heated base. 


Other installations: Oakville-Tratalgar Hospital, Strattord General Hospital, Sudbury 
General Hospital, Humber Memorial Hospital. 


WROUGHT IRON RANGE COMPANY 


OF CANADA, LIMITED 


Manufacturing and Showroom: 
1360 BLOOR ST WEST, TORONTO PHONE KENWOOD 8523 
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* Provincial Notes * 








British Columbia 


NEw WESTMINSTER. An _ addition 
which provides for 50 more beds 
has been opened at the Melrose Park 
Hospital for chronic diseases. The 


wing contains private and semi- 
private rooms as well as wards. 
These additional beds bring the hos- 
pital’s capacity to 80. 


* * * * 


VANCOUVER. The senior and inter- 
mediate student nurses at the Van- 
couver General Hospital have moved 
into the first completed unit of their 
new eight-storey, three-unit resi- 
dence. The junior students and pro- 
bationers will move when the two 
other units are completed. Each girl 
has her own compactly-furnished 
room decorated in pastel tones. Many 
features have been included in the 
plans such as the ballroom, glassed- 
in solarium, sun deck, recreation 
room, Bendix washers and ironers, 
small kitchenettes on every floor, and 
even “beau rooms”. This residence 
is being built at an approximate cost 
of $2,500,000. 


Saskatchewan 


Bic River. The hospital which 
opened in November, 1948, and was 
operated as a Red Cross outpost hos- 
pital has been taken over by the 
community as of January Ist of this 
year. It is now known as the Big 
River Union Hospital. The 8-bed 
unit is hoping to gain an increase 
in rating to 12 beds and four nursery 
cubicles, since “winterizing” of two 
sun porches has made this accommo- 
dation available. 


Manitola 


HAMIOTA. The new Hamiota Dis- 
trict Hospital has now been officially 
opened. This 26-bed unit was con- 
structed at a cost of $185,000 and 
replaces the old hospital which was 
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built in 1913. Included in the hos- 
pital is a children’s ward, a case 
room, admitting, and x-ray room, and 
accommodation for the nurses and 
other staff. Another feature is a 
joint laboratory provided for the use 
of district doctors as well as the 
hospital. 


¥ * * * 


WINNIPEG. The Princess Elizabeth 
Hospital for the chronically ill ad- 
mitted its first patients in December. 
The hospital, which was officially 
opened last spring but damaged in 
the Red River Flood, was forced to 
postpone the admission of patients 
until repairs were completed. 


Ontario 


EXETER. Plans are going ahead to 
provide a $125,000 hospital for this 
district of over 13,000 people. The 
two-storey building of “T” shaped 
construction will be known as the 
South Huron Hospital and will have 
a capacity of 25 beds. There will be 
an operating room, emergency treat- 
ment room, x-ray and laboratory 
facilities, as well as quarters for the 
nurses. Funds have been raised 
through local campaigns and will be 
augmented by provincial and federal 
grants. 


* * * * 


KINGSTON. The contract has been 
let for construction of the new 81-bed 
children’s unit at the Kingston Gen- 
eral Hospital. The building will be 
a five-storey stone structure in har- 
mony with the other main buildings 
of the hospital. One of the floors 
will be used for special services while 
the other four will accommodate 
patients. There will be 17 private 
rooms, with the remainder of’ the 
beds in public and _ semi-private 
wards. Planned to serve a wide area 
of Eastern Ontario, this new project 
is to be erected at an estimated cost 
of $639,000. 


NIAGARA FALLS. Oak Hall, former 
palatial home of the late Sir Harry 
Oakes, will be converted into a hos- 
pital for chronic and convalescent 
patients. The home which was do- 
nated to the federal government some 
three years ago has been turned over 
by them to the Greater Niagara Hos- 
pital Trust. It is estimated that the 
building will have a capacity of 
about 50 beds and will thereby help 
to relieve the congestion at the 
Greater Niagara Hospital. 


* * * * 


SHELBURNE. A new district co- 
operative hospital was opened recent- 
ly by Dr. MacKinnon Phillips, 
Ontario Minister of Health. Con- 
verted from one of the largest 
residences in the community it will 
accommodate 14 adult beds and eight 
baby cribs, but as yet only 12 beds 
have been installed. This unit was 
renovated at an approximate cost of 
$2,000 per bed and was the co- 
operative effort of the citizens and 
service clubs of the district. 


* * * * 


TERRACE BAY. Plans are under way 
to build a new 22-bed hospital early 
this year. The new building, to be 
financed entirely by the Longlac Pulp 
and Paper Company Ltd., at a cost 
of $130,000, will replace the present 
temporary hospital. Present plans 
call for a 6-bed women’s ward to- 
gether with four private rooms, two 
4-bed men’s wards, two additional 
private rooms for general use, and 
two rooms for isolation. Other facili- 
ties will include a waiting room, 
doctor’s office, examining and x-ray 
rooms, nursery, obstetrical, and sur- 
gery departments, together with out- 
patient facilities. The hospital will 
double up with the hotel for such 
departments as major kitchen facili- 
ties, laundry, and nurses’ quarters. 
While the hospital will be company- 
owned and operated as a private in- 
stitution, its serviees will be avail- 
able to citizens of Schreiber, Jack- 
fish, and the surrounding area. 


* * * x 


Wawa. Construction work at the 
new Lady Dunn Hospital is pro- 
gressing rapidly and an early sum- 
mer opening is anticipated. The 
hospital is being built mainly through 

(Concluded on page 128) 
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Installation showing Moffat 


Deep Fat Fryer, No. F400. Mof- 
fat Red Spot elements were 
used for the various serveries. 


Installation shows Moffat Roast 
Oven No. 63-2. Not shown, but 
also included, were the No. 53-2 
Roast Oven, two Electric 
Ranges, model No. 1034; and 
two Gas Ranges, model No. 
5415. 
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COMMERCIAL 


Spetitiaa ! 


MOFFAT COOKING EQUIPMENT 
CHOSEN FOR NEW 
HOSPITAL FOR SICK CHILDREN 


The new Hospital for Sick Children lately 
opened in Toronto is a striking testimony to the 
confidence and pride all Canadians have in this 
great institution and the work it does. 


Magnificently equipped in every detail with 
the latest scientific and technical achievements, 
the new Hospital has probably the finest equip- 
ment in the world for the services it has to render. 


It is significant that in a case where only the 
best could be considered, Moffat Cooking Equip- 
ment was chosen for the important dietary and 
food preparation kitchens. Here again is proof 
that where reliability ... economy .. . and finest 
cooking performance is mandatory . . . Moffat 
Cooking Equipment is specified. 


Installations made by Wrought 
Iron Range Co., 149 King 
Street West, Toronto. 


4 
“)’ MOFFAT €@cluc 


latiadias Mol Compl Line 


MOFFATS LIMITED, Vancouver, WESTON, Montrea 


COOKING EQUIPMENT 


is 
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HOBART 


proudly joins the thousands 
who have played a part 
in the building of the 


WORLD'S 
FINEST CHILDREN’S 
HOSPITAL 


Throughout the modern kitchens of the new 
Hospital for Sick Children in Toronto, effi- 
cient Hobart Food Machines are everywhere 
in evidence. This finest of children’s hos- 
pitals is a tribute to the people of Canada 
who have made it possible, and a real tribute 
to Hobart’s widely acknowledged leadership 
in the Food Machinery field. Hobart installa- 
tions include 10 Dishwashers, 1 Glasswasher, 
4 Mixers, 1 Meat Saw, 1 Meat Slicer, 2 Food 
Cutters, | Potato Peeler. 








Above—Triple Dishwasher, Main Dishwashing Room 

comprises 2 CM Dishwashers, 1 DS Dish Scraper, 

1 BW-3 Glasswasher. Top Right—Meat Preparation 

Section has Hobart 5213 Meat Saw, T215GA Food 

Cutter, 1512 Slicer. Centre—Typical Ward Pantry 

with SM-4-T Dishwasher. (There are 8 time-controlled 

dishwashers in use in addition to conveyor units in 

main kitchen.) Lower Right— Vegetable Preparing FOOD MACHINES 
Room, Hobart 6025 Peeler, A-200 Mixer and T215GA THE HOBART MANUFACTURING COMPANY LIMITED 
Food Cutter. 175 George Street, Toronto, Canada 

Branches Across Canada from Coast to Coast. 
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SOME OF THE HOSPITALS 
HEATED BY 


CONVECTOR- 
TRANE RADIATORS 


GUELPH GENERAL HOSPITAL 


ST. PAUL'S NURSES’ HOME, VANCOUVER, B.C. 


NOTRE DAME HOSPITAL, MONTREAL, P.Q, 
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HOSPITAL FOR SICK CHILDREN 
A LESSON TO EVERYONE 


Tue New Hosprtat for Sick Children, recently opened, is the world’s major 
research and treatment centre for children’s diseases. In the magnificent new 
building in Toronto, a record of unsurpassed service to mankind continues with 
greater vigor made possible by the adequate space and vastly improved facilities 
now provided. Out-patient attendance, already the largest of any hospital in 
the world, along with vastly increased in-patient accommodation and extensive 
laboratories for research in cancer, tuberculosis, diabetes and other diseases make 
possible a contribution to medicine of world significance. 

Throughout this great building Trane Convector-radiators supply the gentle, 
steady heat required to bring comfort to thousands of patients, nurses and staff. 
The selection of Trane Convector-radiators for this important purpose is a source 
of pride to Trane Company of Canada Limited. 


This is one more installation which indicates that Trane Convector-radiators 


are “The Sign of Good Heating—Ererywhere!” 


Architects— Messrs. Govan, Ferguson, Lindsay, Kaminker, Maw, Langley an| Keenleyside. 
Engineers~—Stone & W eoster Engineering Corp 

Consulting Engineer-—H. H. Angus & y Pavan’ oR Ltd. 

General Contractor—Anglin-Norcross Ontario Ltd. 

Heating & Plumbing Contractor—Unicersal Plumbing & Heating Co. Ltd. 


TRANE CONVECTOR-RADIATOR INSTALLATIONS 


SUNNYBROOK MILITARY HOSPITAL, TORONTO 


COMPANY OF CANADA LTD. 
4 MOWAT AVENUE, TORONTO 

















With the Auxiliaries 








A Year of Progress 


The completion of the new nurses’ 
residence and training school at the 
Jewish General Hospital, Montreal, 
was one of the outstanding events 
of the year; the building was a pro- 
ject to which the Women’s Auxiliary 
contributed $51,000 in furnishings. 
This auxiliary of some 3,151 mem- 
bers is divided into three major 
services. The Life Saving Fund had 
raised a total of $19,563 for the year 
and had total expenditures of $20,226. 
This fund supplies annual grants for 
such items as vitamins, penicillin, 
insulin, and the replacement of in- 
struments. Grants were also con- 
tributed to the department of hema- 
tology, for investigations in vaginal 
cytology, the salary of a social 
worker for the tumor clinic, special 
nursing care, plasma, oxygen, and 
other life saving measures. 


A total income of $10,567 was at 
the disposal of the Children’s Nurs- 


ery Fund Group and this group has 
inaugurated a life membership de- 
partment. Another new feature is a 
department of occupational therapy 
which has been introduced by the 
medical social service group. The 
yearly grant of $250 and donations 
totaling $169 were contributed for 
the up-keep of the medical library. 
Other special highlights were the 
distribution of 69 layettes to: needy 
mothers, the investment of $9,419 
in linen and uniforms, and the dona- 
tion of 201,022 surgical dressings 
which were made for the hospital. 


Active Hospital Auxiliary 
at Clinton, Ont. 

During the past year the Ladies’ 
Auxiliary to the Clinton Public Hos- 
pital, Clinton, Ont., have been busy 
raising funds for various projects 
which they have undertaken for the 
hospital. Among these have been the 
completion of decorating and the 
purchase of blinds for the nurses’ 
residence, cabinets for patients’ 
rooms, clothing and blankets for the 
hospital, a filing cabinet for the 
secretary’s office, blinds and draperies 
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for the wards and the x-ray room, 
a mangle for the laundry, various 
kitchen utensils, equipment for the 
operating room, and eight bed-side 
tables. A dinner party was held 
recently for the nurses and a record 
album was given to them for 
Christmas. 

Money for these projects was 
raised by teas, games-night, tag 
day, mite-of-pennies, musical variety 
show, and the annual Christmas ball 
which netted $97.94. The ladies end- 
ed the year with a balance of approxi- 
mately $557 on hand. 


* * * * 


Birthdays Not Forgotten by 
Shriners’ Hospital Auxiliary 

The birthdays of the little patients 
at the Shriners’ Hospital for Crip- 
pled Children, Winnipeg, are not 
forgotten by the ladies of the Hos- 
pital Auxiliary. Last year 31 birth- 
days were celebrated and each small 
guest had a birthday cake and a gift. 
However, the work of the members 
does not stop here. A review of last 
year’s work showed that 35 children 
were outfitted on leaving the hos- 
pital and six had been partially out- 
fitted; 1,762 articlés had been mend- 
ed; 220 garments had been made; 
and 616 labels had been sewn on 
garments. The purchasing depart- 
ment had spent $482 in buying cot- 
ton, drésses, snowsuits, and stitching 
labels, and $450 was spent on laundry. 

One project which brought in 
$872.95 was.making Christmas can- 
dles. The wax for these candles was 
donated as was the work of making 
them. The financial statement for 
the year showed receipts of $7,576.10, 
with disbursements of $2,597.85. The 
money was made by rummage sales, 
a bazaar, donations, and many other 
annual events. N 


Hanna Auxiliary Helps to 
Furnish Municipal Hospital 
At a meeting of the Town Group 
of the Ladies’ Auxiliary to the Hanna 
Municipal Hospital, Hanna, Alberta, 
it was reported that 18 bed lamps 


had been purchased for the second 
floor of the hospital. Also a library 
cart, which was made by the Cana- 
dian National Institute for the Blind, 
was being used by the visiting com- 
mittee. A motion was adopted to 
solicit associate members who could 
be called upon to help on special 
occasions. These members would be 
free to attend meetings if they 
wished and would be charged a fee 
of fifty cents. 


*% *% * 


28 Years of Service 


The Ladies’ Auxiliary to the Col- 
chester County Hospital at Truro, 
N.S., celebrated its 28th birthday 
last November. Organized in 1922, 
this group has a fine record of serv- 
ice. Over the years these ladies have 
raised money and purchased much 
equipment for the hospital. Four 
features, a bazaar, marathon bridge, 
tag day, and the sale of hospital 
calendars, have now become annual 
events. Since its formation the aux- 
iliary has kept the hospital supplied 
with linen and for the last 15 years 
has employed a seamstress to keep 
the linens repaired. Among the most 
recent of many generous gifts to 
the hospital was a $4,000 contribu- 
tion toward the cost of new laundry 
equipment. 


“Youth Room” Presented to 
Homoeopathic Hospital, Montreal 
A “Youth Room” which has been 

furnished and equipped by the 
Women’s Auxiliary of the Homoeo- 
pathic Hospital, Montreal, was re- 
éently turned over to the hospital. 
The room was specially designed for 
children of five to 10 years of age. 
It contains smaller-type hospital beds 
with removable sides and has been 
decorated in bright yellow and blue 
with colourful patterned drapes. 


* * 


Hospital Fair Sets New Record 


A record was set when the pro- 
ceeds of the annual fair, which is 
sponsored by the Ladies Aid of the 
Chesley and District Memorial Hos- 
pital at Chesley, Ontario, totalled 
$1,853 as compared with $1,350 for 
the preceding year. Many new fea- 
tures had been added, including a 
parcel post sale for which 300 parcels 

(Concluded on page 129) 
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RESPONDS 


A potent alkaloidal fraction of Veratrum viride — biologically 
standardized for hypotensive activity in mammals—a new active 
principle not heretofore available, for the treatment of hypertension. 


Veriloid therapy produces not only gratifying objective results— 
significant and sustained control of elevated: arterial tension— 
but also leads to marked subjective benefit readily detectable by 
the patient. As the drug takes effect, the so-called hypertension 
headache is relieved, renal function improves, vision becomes 
more clear, and the associated muscular weakness is overcome. 


These beneficial changes are directly attributable to the 
peripheral vasodilatation induced by Veriloid and the resultant 
improved tissue nutrition. They are often experienced long before 
maximum blood pressure drop has been attained. 


While individualization of dosage is essential for maximum 
therapeutic benefit, in the majority of patients a response to 
Veriloid is usually obtained from the average dose of 2.0 mg. to 
5.0 mg. three or four times daily after meals and at bedtime. 
Dosage adjustment to suit the responsiveness of the individual 
patient can be accomplished in a week or two. 





Veriloid is available on prescription at all pharmacies in 1.0 
mg. tablets; bottles of 100. Literature sent on request. 


*Trade Mark of Riker Laboratories, Inc. 


RIKER PHARMACEUTICAL CO., LTD. 


68 BROADVIEW AVENUE * TORONTO 8, ONTARIO 


BIOLOGICALLY STANDARDIZED FOR HYPOTENSIVE POTENCY IN MAMMALS 
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Workshop Now Being Held in the 


Administration of Nursing Services 


FIVE-MONTH workshop in 

the administration of nurs- 

ing services in hospitals, 
arranged by the W. K. Kellogg 
Foundation for about 35 representa- 
tives of 14 universities and certain 
public agencies, convened at the Uni- 
versity of Chicago, Chicago, IIl., in 
January. The project, which is ex- 
pected to involve grants and direct 
expenditures by the Foundation in 
the neighbourhood of $190,000, is 
itself a preliminary step in a sub- 
stantially larger program of similar 
character, but as yet undetermined 
size, which is to be developed during 
the coming year between the Founda- 
tion and the institutions whose 
schools of nursing are represented 
at the workshop. 

The drastic shortage of all kinds 
of personnel with which hospitals 
have been faced is certain to be in- 
tensified by the increased defence 
activity. To meet this situation hos- 
pital authorities believe that the 
greatest care must be taken to uti- 
lize all available nursing services. 
Studies indicate that a consider- 
able increase of efficiency could be 
achieved by carefully evaluating the 
need of patients for nursing service. 
In this way the limited services avail- 
able could be distributed without 
waste and according to actual re- 
quirements by abandoning certain 
traditional nursing customs that have 
outlived their justification and by 
freeing nurses from many house- 
keeping and clerical duties. 

It is believed that in these ways 
quality of nursing care can be im- 
proved without increase in cost. 

The present project of the Founda- 
tion is intended to improve the uti- 
lization of nursing services by 
strengthening the development of 
educational programs for nursing 
administrators. It has been found 
that few nurses in administrative 
positions have had specific prepara- 
tion. It also appears that most 
schools providing graduate training 
in the nursing specialties, of which 
nursing administration is one, lack 
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the faculty, money, and time, to de- 
velop adequate educational programs 
in the administration of nursing 
services. Many provide no instruc- 
tion of this kind. 

The workshop at the University 
of Chicago was arranged as a first 
step toward assisting selected schools 
of nursing to function effectively in 
this area. It is being conducted by 
the social sciences division of the 
university and will draw upon vari- 
ous sources both within and outside 
the university. It will provide its 
members with an extended oppor- 
tunity to discuss problems of ad- 
ministration with nationally recog- 
nized experts in various branches of 
administrative management. Included 
will be such problems as those relat- 
ing to education, hospitals, public 
health, business, industrial manage- 
ment, hotel management, personnel 
management, as well as nursing, and 
general administration. 

The workshop is not open to gen- 
eral enrolment, even by those indi- 
viduals otherwise qualified to partici- 
pate in its activities, but only to 
those invited by the Foundation 
which is reimbursing the university 
for the expenses of the project. The 
Foundation is also making grants to 
the 14 universities represented, 
which are intended to enable each 
of these institutions to release, for 
the five-month period, two faculty 
members from its school of nursing 
in order to attend the workshop. 

At the end of the course, the mem- 
bers will return to their hospitals 
and develop three to five year plans 
for establishing instruction in the 
administration of nursing services, 
or improve the present program in 
this subject, if the school already has 
one. These plans are to be submitted 
to the Foundation by August and are 
expected to become the basis of a 
series of further grants. The repre- 
sentatives of the institutions who 
attended the workshop will ‘be in 
charge of administering the plans 
of their respective schools and have 
been chosen (in some instances spe- 


cially engaged) for this responsi- 
bility. The Foundation’s present 
grants to the institutions provide for 
continuing the salary and expenses 
of these persons for a three-month 
period beyond the end of the work- 
shop. 

Universities represented at the 
workshop are: Boston, Columbia, St. 
Louis, Syracuse, Wayne, and Western 
Reserve; the Universities of Chicago, 
Colorado, Iowa, Minnesota, Missis- 
sippi, Pittsburgh, Texas, and Wash- 
ington. In addition, invitations were 
extended to, and accepted by, the 
U.S. Public Health Service, the Vet- 
erans Administration, and the nurse 
corps of the Army, Navy, and Air 
Force. 


1951 A.C.S. Sectional Meetings 
Being Held Throughout U.S.A. 
The American College of Surgeons 
will again conduct a series of Sec- 
tional Meetings throughout’ the 
United States this year. It has been 
the custom to schedule some of these 
meetings in Canada but this year 
adequate hotel reservation could not 
be obtained. However, three meet- 
ings are tentatively scheduled in 
Canada in 1952. Meanwhile an invi- 
tation has been extended to Canadian 
hospital personnel to attend nearby 
meetings and those which would be 
of particular interest to Canadians 
are as follows: 
New Haven, Conn., Hotel Taft, 
March 16-17; 

Portland, Ore., Hotel Multnomah, 
March 26-27; 

Detroit, Mich., Book-Cadillac Hotel, 
May 9-11. 

Dr. Paul S. Ferguson, acting as- 
sistant director in charge of Hos- 
pital Standardization for the Amer- 
ican College of Surgeons, has been 
designated to succeed Dr. Malcolm 
T. MacEachern as director of the 
program. Dr. Ferguson has been as- 
sociated with Dr. MacEachern for 
several years in the Standardization 
Department. 


A Matter of Taste. 

No chemical can ensure fine teeth, 
says an authority who urges a re- 
turn to the diet of primitive people. 
Still, there’s this unhealthy modern 
prejudice against eating a neighbour. 
—Winnipeg Tribune. 
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Cancer Recognized i 
Early Centuries 

Cancer is not by any means a 
modern disease. It was known to 
the ancient Egyptians as early as 
1500 B.C., and to the ancient Greeks 
in the sixth century B.C. Celsus in 
the first century A.D. in Rome was 
operating on breast cancer. Galen 
in the next century thought that 
cancer was caused by black bile. 
From the fifth to the thirteenth cen- 
turies, the Arabian school of physi- 
cians made use of arsenic, and prac- 
tised surgical removal. In the six- 
teenth century, the use of printing 
spread the knowledge of cancer, and 
in the seventeenth century, the new 
knowledge about blood and lymph 
vessels stimulated the study of the 
disease. In the eighteenth century, 
the microscope, simple though it then 
was, came into use, and there was 
much speculation as to the cause of 
cancer. The nineteenth century saw 
great progress in the study of can- 
cer, and, in England, about 1825, was 
formed “The Society for the Inves- 
tigation of the Nature and Cause 
of Cancer”. The microscope was 
later so improved that the study of 
tissue cells became possible, and this 
study led to the greatly increased 
knowledge concerning the various 
types of cancer, and their mode of 
spread in the body. By means of 
the microscope, much better diag- 
nosis of the disease became possible. 
Pasteur’s introduction of the bac- 
terial cause for infection, the dis- 
covery of anaesthetics by Morton 
and Simpson, and the application of 
asepsis to surgery by Lister, greatly 
broadened the field of surgery and 
extended its application to the treat- 
ment of cancer. 

The twentieth century, so far, has 
seen a great expansion of the effort 
to discover the cause of cancer. 
Workers in Japan, England and 
America have played a prominent 


Excerpt from an article by Dr. Wil- 
liam Deadman, pathologist, Hamilton 


General Hospital, in the “Canadian 
Cancer Society Newsletter”, October, 
1950. 
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part. One of the important results 
has been the discovery that certain 
chemical substances, components of 
tar, can definitely cause cancer in 
certain animals if applied to the skin 
over a period of time, which is 
roughly equal to one-tenth of the 
normal life span of the animal. In 
the treatment of the disease, the 
increasing efficiency of x-ray and 
radium has been equally outstand- 
ing. 

The diagnosis of cancer can now 
be accurately made at a fairly early 
stage. 


Changing Human Attitudes 

Human nature can be m@dified 
and changed. Rehabilitation with- 
out acceptance of this belief can 
be discouraging. One gives up too 
quickly when results are not spec- 
tacular. The patient immediately 
senses this disturbing factor and 
a falling off in effort is noticed. 
When this recurs frequently dur- 
ing several months of work the 
whole project reaches a standstill 
and valuable time is lost. 

In the vast majority of cases 
daily psychotherapy and reassur- 
ance should accompany the pre- 
scribed occupational therapy. The 
patient makes slow, gradual, up- 
ward progress. He becomes re- 
habilitated in his group, is once 
more a going concern, and this has 
a beneficial reaction on his asso- 
ciates. 

—Canadian Journal of 
Occupational Therapy. 


Good Health Habits Begin at Home 

Education for health is not so 
much a matter of presenting or ob- 
taining information as it is of train- 
ing. It should ‘start very early in 
life but can continue to old age. 
To the young it means grafting on 
new knowledge; to the old it often 
means pruning away old habits. 

The purpose of habit training for 
health is to get the best out of life. 
It involves training in personal hy- 


giene and personal habits, particu- 
larly in feeding and_ preparing 
food. Habits and customs can be 
so ingrained in a person that they 
become part of conscience. This is 
the ideal at which to aim in health 
education for then not only know- 
ledge but conviction is attained. 

Good habits learned at school 
and elsewhere may often be for- 
gotten at home. Consequently, we 
are only playing with the task of 
health education until we have 
provided a healthy home for every 
family. Parents, who have the op- 
portunity not only to teach but 
also to set’an example, should be 
the best health educators of their 
children —The Lancet, April, 1950. 


The Language of Medicine 

To most people the language of 
medicine seems to be a purposeful 
jargon designed to impress and 
confuse. But medicine, like na- 
tions, has a language of its own 
which reflects its history of cul- 
ture and growth. With each new 
theory, each new discovery, new 
words are born—words which are 
made up of phrases borrowed from 
Latin or Greek. 

Vitamin: coined in 1911 by a 
Polish physiologist who believed 
that these substances were amines 
(chemical compounds necessary to 
life) and hence called them “vital 
amines”, or vitamins. 

Allergy: derived from the Greek 
terms “allos” and “ergon”, mean- 
ing energy. The term is now em- 
ployed to denote sensitivity in 
humans. 

—Infirmary Quarterly, Halifax. 


The Architect 

The architect is to be a co-ordi- 
nator, a man of vision and profes- 
sional competence, whose task is to 
unify the many social, technical, 
economic, and formal problems which 
arise in connection with building.— 
Dr. Walter Gropius. 
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Nutrition and Public Health 


Nutrition is one of the new areas 
of endeavour that seems likely to 
play as large a part in the public 
health work of the next 50 years as 
control of communicable diseases 
played in the last 50 years... . 

There is probably no other single 
factor so important to the achieve- 
ment and maintenance of health as 
is nutrition. Present knowledge of 
nutrition gives some indication of 
its role in health, but much more 
information must be obtained before 
the goal of nutrition for preventive 
medicine can be achieved. This goal 
is that everyone should be adequately 
nourished for growth, mental and 
physical development, and reproduc- 
tion, so as to carry on life’s activi- 
ties with greatest efficiency . . . 

Better nutrition for mothers dur- 
ing pregnancy and lactation will 
mean stronger, better developed and 


Reprinted from “Canadian Nutrition 
Notes,” published by the Nutrition 
Division, Dept. of National Health and 
Welfare, Ottawa, Vol. 7, No. 1, Janu- 
ary, 1951. 


healthier babies. Better nourished 
children will mean greater vitality 
and endurance for adults in later 
years. An increase in the number of 
useful, vigorous years for the adult 
will help him to attain a richer, fuller 
life and a postponement of, and a 
decrease in, the infirmities of old 
age. Some of these objectives may 
be reached only as the cumulative 
effects of well-nourished tissues are 
passed on from one generation to 
another. Several generations may 
be needed to attain the highest peak 
of nutrition but the majority of the 
objectives may be reached during 
the lifetime of one individual if 
conditions are favourable from the 
beginning to the end of life. 

The immediate job of public health 
workers is that of application. If 
present knowledge of nutrition were 
more generally applied, it would 
make considerable improvement in 
the health of Canadians. 

The application of nutritional 
science is a complex problem. Be- 
cause nutrition affects persons at 
every age, a _ nutrition program 
should be directed to all segments of 
the population. It needs to be woven 


into all programs designed to influ- 
ence the health of pregnant women 
and nursing mothers, infants, pre- 
schcol children, school children, ado- 
lescents, working boys and girls, men 
and women, the ill and the conva- 
lescent. . 

Fundamental to an applied nutri- 
tion program of this type are the 
knowledge and skills of the physician, 
nurse, and nutritionist who must 
carry out the professional aspects of 
the program. But they need the 
interest, enthusiasm, and ability of 
the individual and groups to develop 
a nutrition consciousness and to 
arouse community action. 

Perhaps the fact most difficult for 
health workers to realize and appre- 
ciate at all times is the value and 
ability of the individual. There can 
not be true education when this 
fundamental is ignored. 

To achieve the long term goals of 
public health nutrition demands a 
full share of idealism. This does not 
mean idealism to the exclusion of 
practicability, for in fact no one 
approaches perfection who does not 
combine both qualities in a high 
degree. 
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“A Good Breakfast” 
New Filmstrip 


The nutrition division and in- 
formation service of the Department 
of National Health and Welfare has 
prepared a filmstrip entitled “A 
Good Breakfast”. It is hoped in this 
way to further educate the general 
public to the need of eating a good 
breakfast and thus gain the conse- 
quent result of improved nutrition. 
This filmstrip, produced by the Na- 
tional Film Board, was requested as 
a teaching device by nutritionists 
from the provincial departments of 


- . 


health who also assisted with its 
preparation. 


The needs of adults of all ages, as 
well as children, are emphasized in 
this strip which points out that it is 
the planning and example of parents 
that influences the eating habits of 
the family. The teaching points are 
presented by contrasting the break- 
fast habits of various members of 
three families — one family eats a 
good breakfast and the other two do 
not. Scenes of breakfast time in the 
latter two homes portray the main 
reasons for faulty breakfast habits— 
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lack of time given to planning and 
preparation, and insufficient time al- 
lowed for eating. 

Several frames illustrate the 
recommended breakfast pattern of 
citrus fruits or tomato juice, whole 
grain cereal, bread, and milk. To 
this pattern, foods such as bacon 
and eggs may be added. The nutri- 
tive value of the various food groups 
making up a good breakfast is given 
in considerable detail. 

In the background of a number of 
frames is a chart depicting Canada’s 
Food Rules. This serves to stress the 
fact that the total food of the day is 
important, that breakfast is one of 
the usual three meals, and that it 
should be planned to make a worthy 
contribution to health. The filmstrip 
might best be used as a basis for dis- 
cussion. It is factual but not inspira- 
tional. Practically every frame of 
“A Good Breakfast” contains a teach- 
ing point. Many of them, however, 
require considerable development 
through well-directed discussion in 
order to achieve full teaching value. 

The filmstrip consists of 46 frames 
with captions in colour and is now 
available in English from the Na- 
tional Film Board, Ottawa, Ontario, 
at $3.50 each. The French version is 
in production and will be ready early 
this year. 


WHO Committee Completes 

International Pharmacopoeia 

The WHO Expert Committee on 
the Unification of Pharmacopeias, 
after taking over the work begun in 
the 1920’s by the League of Nations, 
has completed the first International 
Pharmacopoeia for a unified nomen- 
clature of medical products. It con- 
tains descriptions of 200 drugs, with 
uniformity in the standards and 
names. The French and English edi- 
tions of the Pharmacopeia will be 
ready for distribution early this year, 
with a Spanish edition to follow. 

Of interest also is the recent 
establishment of 16 new biological 
standards by the WHO Expert Com- 
mittee on Biological Standardization, 
which includes an_ international 
standard forthe adrenocorticotrophic 
hormone (ACTH) used in treating 
rheumatoid arthritis. 
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Cortome 


NOW AVAILABLE IN 


TABLETS 


FOR ORAL USE 


As well as in Saline Suspension 


for Parenteral Therapy 


CORTONE* (Cortisone) now is available in tablets for oral adminisffation, as 
well as in saline suspension for parenteral use, through your usual sources of 
medicinal supplies. 

Clinical studies have demonstrated that the therapeutic activity of Cortone 
administered orally is comparable to that of the parenteral form. Dosage 
requirements are approximately the same, and the two routes of administration 
may be used interchangeably or additively at any time during treatment. 


CORTONE Tablets, 25 mg. each, are supplied in bottles of 40, totaling 
] gram, the equivalent in Cortone content to 2 vials of the saline suspension. 
The cost per gram to the physician is approximately the same as that of the 
saline suspension for parenteral use. 


Literature on Request 


(% Key to a New Era in Medical Science 


ACETATE 
(CORTISONE Acetate Merck ) 


(11-Dehydro-17-hydroxycorticosterone-21-acetate 


*Cortone is the trade-mark of Merck & Co. Limited MERCK & C0. LIMITED 
for its brand of cortisone. 
Manufacturing Chemists 


Montreal Toronto Valleyfield 
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Bridging the Gap 


We must, of necessity, emphasize 
general education which produces 
specialists, because the machines that 
we operate are so specialized that 
only specialists can operate them. 
But the good administrator is not a 
technical specialist. A good admin- 
istrator is a man who is a master of 
human relations. If, therefore, we 
are to solve the problem of bridging 
the gap between two considerations 
which seem to be opposed, the idea 
of being a specialist and the idea of 
being a generalist—the idea of deal- 
ing with things and with inanimate 
objects and the idea of dealing with 
people—if we are to create executives 
who are rounded personalities, we 
must expect that our educational pro- 
grams in American institutions will 
have to be intensified just as they 
have been in industry. 

—Marshall Edward Dimock, Ph.D. 


Everything that enlarges the 
sphere of human powers, that shows 
man he can do what he thought he 
could not do, is valuable—Samuel 
Johnson. 








Coming Conventions 


Feb. 28-Mar. 1—American Protestant Hospital Association, Congress Hotel, Chicago, Ill. 

March 16-17—Sectional Meeting of the American College of Surgeons, Hotel Taft, 
New Haven, Conn, 

March 26-27—Sectional Meeting of the American College of Surgeons, Hotel Mult- 
nomah, Portland, Ore. 

March 29-30—A.H.A, Institute on Dietary Department Management, Hotel Kenmore, 
Boston, Mass. 

Apr, 16-18—Annual Conference of Blue Cross and Blue Shield Plans, Buena Vista 
Hotel, Biloxi, Miss. 

May 3-4—A.H.A. Institute on Laundries, Palmer Hotel, Chicago, Ill. 

May 7 (week)—Second Ontario Institute, Queen’s University, Kingston. 

May 9-11—Sectional Meeting of the American College of Surgeons, Book-Cadillac 
Hotel, Detroit, Mich. 

May 28-30—Biennial Meeting of the Canadian Hospital Council, Ottawa. 

June 2-5—Catholic Hospital Association of United States and Canada, Convention 
Hall, Philadelphia, Penn. 

June 4—Maritime Hospital Association, Algonquin Hotel, St. Andrews-by-the-Sea, N.B. 


June 18-22—-Canadian Medical Association, Mount Royal Hotel, Montreal. 

June 18 (week)—Western Canada Institute for Administrators and Trustees, Univer- 
sity of Alberta, Edmonton. 

June 25-27—Congrés des Hopitaux Catholique du Québec. 

July 15-21—Second Postwar Congress of the International Hospital Federation, Brus- 
sels, Belgium. 

Sept. 17-20—American Hospital Association, St. Louis, Mo. 

Oct. 11-12—Saskatchewan Hospital Association, Hotel Saskatchewan, Regina. 

Oct. 16-19—British Columbia Hospitals’ Association, Hotel Vancouver, Vancouver. 

Oct. 24-26—Associated Hospitals of Manitoba, Winnipeg. 

Oct, 29-31—Ontario Hospital Association, Royal York Hotel, Toronto. 

















Distinctively 
Designed 
Nurse’s Uniform 


Illustrated Style No. 504. Fine 
tucking on bodice, served seams, 
buttoned to below the 
waist. Sanforized Poplin or Shark- 
skin or Nylon. Sizes 32-40. Made 
in oversizes for a nominal charge. 


Styled to give your nursing staff 
that neat, clean cut appearance, 
Ella Skinner Uniforms are indi- 
vidually designed . . . offer a high 
degree of quality and workman- 
ship. Many new and different 
designs are now available. We 
specialize in original uniform de- 
signs that are practical. Our 
know-how in this field is backed 
ap with 25 years e in the facture of uniforms. You 
save by buying direct from the manufacturer. Write today if you 
can not drop in. . . we will be glad to mail you sketches. 


CANADIAN 
HOSPITAL 


The Canadian Hospital is published monthly by the Canadian Hospital 2°' hems, 


Council as its official journal devoted to the hospital field across Canada. | 


The subscription rate in Canada, U.S.A. and Gt. Britain is $3.00 per | 
year. The rate for additional copies to subscribing hospitals or organiza- 
tions (and personal subscriptions for individuals directly associated with 
same) is $1.50 per year. The rate to other countries is $3.50 per year. 
Single copies, when available are supplied at 50c¢ each. 














SUBSCRIPTION APPLICATION 





To the Canadian Hospital Council, 
280 Bloor St. W., Toronto 5, Ont. 








Please enter subscription to The Canadian Hospital for one 
indicated below: 
We also stock Phantom Nylon Stockings in white 


Name i 
or colours, all sizes. 





Hlospital or Organisation ........0..cecccccomscsccccccscocerecensesses 
Position or association 


Mailing address 





NINE schinccisasdecettbadinits @ $3.00 . - @ $1.50 


Payment enclosed $ 


770 Bathurst St., Toronto, Ont. 
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HOSPITAL ECONOMY,/ 


Lily Cups and Containers are “just what the Doctor ordered” for 
increased efficiency, and greater economy, in hospital kitchens! 
LILY SAVES TIME: many foods can be pre-portioned ahead of meal- 
time rush, with no clean-up problems! LILY SAVES ENERGY: reducing 
nurse fatigue, because they're light! And from the patient's point of 
view — there’s absolutely no worry of cross-contamination. Write 
today for free samples — find out, by actual test, how Lily Cups and 
Containers can work for HOSPITAL ECONOMY! 








. NE Ww! the Lily GRADUATE cup—conveniently marked in ounces, 
* cc's, tablespoons and teaspoons. Space is provided for 
patient’s name, room number and time for receiving medicine. 


LILY CUPS LIMITED 


300 DANFORTH ROAD TORONTO 13 
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6" and 3” COTTON-TIP 
APPLICATORS 
Now Machine-Made 
in Canada 


SWAB-AIDS 


MORE ECONOMICAL — 
FINEST MATERIALS 


100 Applicators in Cello- 
phane Bag 


1,000 (10 Bags of 100) in 
Carton 


20,000 (20 Cartons) in Case 


Samples and Prices on 
Request. 


ORDER NOW 
TWIN-TIPS LIMITED 


628 King Street West 
TORONTO, ONT. 








Purchasing and Caring for Silverware 


The proper purchase of silverware 
for any dining room, large or small, 
is worthy of serious study. Often the 
initial purchase of more expensive 
but better quality flatware proves a 
real economy in its length of service. 
Silverware is difficult to buy as it is 
impossible to dissect it and see what 
you are getting. Regardless of the 
pattern or quality you may choose, 
always buy from a reliable and well- 


| established firm. The best plated 


ware today has a base metal called 


| 18 per cent Nickel Silver—this alloy 


of copper, nickel, and zine is prac- 
tically indestructible. For longer 


| wear and better appearance, heavy 


blanks and heavy plating deposits 


| will be of more lasting value. 


Proper Cleaning 
1. Food particles should be wiped 


| or rinsed off all pieces before wash- 
| ing. 


2. Use a good water softener 


| where necessary—this prevents the 
| impurities in hard water from ad- 
| hering to flatware in a greasy film. 


3. Use hot water and sudsy soap. 


| It is well to add one teaspoonful of 
| tri-sodium phosphate or baking soda 
| for each gallon of water used, to pre- 
| vent tarnishing. Change water fre- 
quently. 


4. Rinse in water that is hotter 


| than the washing water (at least 160 
| degrees Fahrenheit). 
| quick drying. 


This aids in 


5. Dry immediately after rinsing 


and change towels frequently. 


6. Forks should be washed and 


dried separately. This prevents the 

tines from scratching or 
other pieces of flatware. Care should 
| be taken, particularly if a washing 


nicking 


machine is used, to ensure that tines 
do not become bent. 


Detarnishing and Polishing 

Discolouration or tarnish may be 
caused by coal or gas fumes, also by 
lime or sulphur content in the water 
supply. Foods containing sulphur 
such as egg yolks, salt, et cetera, or 
cheap paper napkins will also dis- 
colour silverware. 

An aluminum pan is used for de- 


| tarnishing silverware, (often pans no 
| longer suitable for cooking will serve 


this purpose). The pan is filled with 


boiling water and the silverware 
immersed. To this add a good de- 
tarnishing compound according to 
manufacturer’s directions, or substi- 
tute baking soda or tri-sodium phos- 
phate (one tablespoon to each quart 
of water). This should remove nor- 
mal tarnish in one to two minutes. 
The silverware is then thoroughly 
rinsed in very hot water and dried. 

The repeated use of the detarnish- 
ing process may cause the silverware 
to become dull. Thus, in such a case, 
light polishing or burnishing may 
be required to restore its bright 
lustre. A reliable hand polish should 
be used and pressure applied to 
obtain the best results from polish- 
ing. If a burnishing machine is used 
it is necessary to follow the manu- 
facturer’s instructions closely: do 
not burnish tarnished silver, do not 
burnish knives, since this dulls the 
cutting edges, and always burnish 
various pieces separately (as recom- 
mended in cleaning). 

Damaged pieces may often be re- 
paired immediately. Bent tines or 
handles can be straightened with 
small pliers by first wrapping the 
articles in cloth or chamois to pre- 
vent marking.—Courtesy, McGlashan, 
Clarke Co., Ltd. 


Dental Care Extended 
to the Northwest 

Dr. E. T. Hunt, lately carrying 
out dental work in Labrador and 
Newfoundland, has been appointed 
by the Indian Health Services, 
N.H. and W., to commence a den- 
tal health program among the In- 
dians of the Northwest Territories. 
This program, gradually developed 
over the past three years through- 
out six provinces, is now being ex- 
tended to provide dental service 
for the small settlements scattered 
over the more than _ 1,250,000 
square miles of the Territories. 

Dental care for Indian and white 
children will have first priority 
and, while it is expected that at 
first most of the work will involve 
treatment of acute conditions, a 
program for the prevention of den- 
tal ailments will be undertaken 
later. 
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The new Hospital for Sick Children is equipped with gleaming Queen's 
Plate Silverware in the classic “Old English” design. 


Everywhere across Canada, in leading hospitals, hotels and restaurants 
—wherever silverware is selected for beauty as well as serviceability— 
particular buyers choose McGlashan, Clarke Company products. 


Our certified representatives are specialists in assisting 
you with the selection, both of quality and quantity, 
of your silverware and cutlery. 


The Classic Write for our new catalogue. 


\4 
OLD ENGLISH \ 
Design 


McGLASHAN CLARKE CO. LIMITED 


NIAGARA FALLS, CANADA All Canadian Since 1880 CPR. BLOG. IN TOROHTO 


Wem ACIS NR 
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Metal Craft Food Conveyors solve the problem of delivering kitchen- 
fresh meals to bed-patients with maximum appetite appeal! They are 
engineered for automatic, temperature-controlled, flavour-saving food 
distribution. . .. AND they are built for long service, ease of handling 
and practical utility. For complete data write: 


THE METAL CRAFT COMPANY LIMITED, GRIMSBY, ONTARIO 
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LABORATORY 
SERVICE 


Especially suited for the 
Smaller Hospital 


PREGNANCY TESTS 
Accuracy 99.3% confirmed 


BLOOD CHEMISTRY 
DETERMINATIONS 


BLOOD SMEARS READ 
IMMEDIATE SERVICE 


STAINS 
REAGENTS 
Supplies 


The name you know you 
can trust. 


STARKMAN 
Biological Laboratory 
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The... 
0. H. JOHNS GLASS CO. 


LIMITED 
Can eee 


Save you money, save 
you time, assure you of 
a uniform pipette. 


By... 


making available to you 
disposable pasteur pi- 
pettes. 


A pipette produced in quan- 
tity by modern methods re- 
sulting in a quality product 
at amazingly low cost. 


TWO STOCK SIZES 
7 mm x 534” 
7mm x 8" 


0.1. JOHNS GLASS C0. 


LIMITED 


219 BROADVIEW AVE. 
TORONTO, CANADA 








New Sudbury Hospital 
(Concluded from page 60) 
laundry are situated some distance 
from the hospital and are connected 
to the main building by a tunnel 
which forms a retaining wall between 
this building and the main hospital. 
Above the wall is the parking lot at 

the front of the hospital. 


Other Features 

Much attention has been paid to 
the comfort of the patients. To mini- 
mize noise both from without and 
within cork insulation and double 
glazing has been adopted. Accoustic 
ceilings have been installed through- 
out the corridors, utility rooms, 
treatment rooms, quiet rooms, and 
wash rooms. For the same reason 
rubber tile and linoleum floors have 
been installed where necessary. The 
patient has been protected from glare 
and excessive light by incorporating 
individual sash rather than ribbon 
windows in the design. All patient 
rooms have artificial indirect lighting 
installed over the door to the room 
rather than on the ceiling and the 
night light is near the floor. Each 
bed has an individual goose-neck 
lamp which can be used as an exam- 
ining light. 

This modern hospital, equipped to 
provide the best services and com- 
forts to its patients, will serve not 
only the people of Sudbury but also 
the people of the surrounding dis- 
tricts. The institution has been con- 
structed at an approximate cost of 
$2,600,000. 


Walk to Health 

Walking, one of the finest forms 
of exercise, is certainly one of the 
most economical—usually, a street 
car or bus ticket will take you to 
the city limits, to where the country 
begins. The ideal footing is on 
natural ground—gravel roads and 
woodland trails instead of hard 
pavements. To open up a new world 
of interest, start studying some 
pranch of natural history such as 
botany, geology, or entomology, any 
of which will give you a lifetime of 
interest. The wild birds, many of 
which are with us both summer and 
winter, make a fascinating hobby 
without requiring previous scientific 
knowledge and this interest will en- 
tice you to the outdoors in all 
seasons—helping you to health. 





LABORATORY TECHNICIAN 
WANTED 


2 


Registered laboratory technician to 
direct our program in small Toronto 
hospital. Apply in confidence with full 
particulars to Box 258H, The Canadian 
Hospital, 57 Bloor St. West, Toronto. 





POSITION WANTED—CHIEF OR 
ASSISTANT DIETITIAN 


Thoroughly experienced. Has been 
employed for 3% years in one of 
Western Ontario’s largest and best 
governed hospitals. Desires change. 
Available March 1. Apply Box 236P, 
The Canadian Hospital, 57 Bloor St. 
West, Toronto 5, Ont. 


ASSISTANT DIETITIANS WANTED 


Qualified Assistant Dietitians for ap- 
proximately 230 bed, modernly equipped 
Hospital in Montreal. Experience not 
absolutely necessary. Apply enclosing 
recent photo and stating full particu- 
lars as to training, qualifications, ex- 
perience and references. Salary com- 
mensurate with ability.. Apply to Box 
269J, The Canadian Hospital, 57 Bloor 
St. W., Toronto. 





HOSPITAL ADMINISTRATOR 
SEEKS POSITION 


As Administrator of 50-150 bed 
general hospital, or as Assistant Ad- 
ministrator of larger hospital; good 
general business background, has held 
position of Administrator in both large 
and small hospitals, now in 5th year 
of hospital experience. Location—pre- 
fer Western Canada. Please address 
enquiries to Box 238M, The Canadian 
Hospital, 57 Bloor St. West, Toronto 5, 
Canada. 
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ROYAL 
CANADIAN / 
DISHES 
IDEAL For ‘\ 
Hospitals 


Here’s Why: 


y 
} 
| Royal Canadian is breakage resistant. } 
Many users report yearly net savings ) 
{ up to 40%. i 
(LIGHT IN WEIGHT Royal Canadion } 
{ reduces noise and “serving fatigue”. A } 
f NON-CONDUCTOR, it requires very 
little pre-heating, while foods remain } 
| hot longer. These features have cre- } 
{ ated a high patient acceptance for 
Royal Canadian everywhere. 
) 
) 
i 


For complete information, write 


Glenn S. Woolley & Co. 
56 Boultbee Ave. 
TORONTO ONTARIO 





The CANADIAN HOSPITAL 








Protected b 


*Famous Hospital for Sick 
Children, Toronto, uses 
“Lysol” brand disinfectant 
for disease prevention and 
economy. 














1% “Lysol” solution, recommended for 
floors and walls of wards and Operating 
Room, costs only 3.6¢ a gallon! 

The Hospital for Sick Children, Toronto, with its 
enviable reputation in every country in the world, uses 
“Lysol” brand disinfectant regularly to destroy disease- 
producing bacteria. 

“Lysol” is absolutely safe, uniform in composition and 
action, completely soluble, free of impurities. 

There is no need to buy several germicides for various 
purposes. “Lysol” effectively kills all types of disease- 
producing bacteria instantly — on contact. 

Use “Lysol” regularly — every day — in wards, kitchens, 
Operating Rooms, halls, nurses’ residence — wherever 
disease germs threaten health. 


Special Hospital Prices: 


Gallon size — $3.60. Five gallon container — $3.20 per gallon. 
Or save 75¢ per gallon by purchasing “Lysol” brand disin- 
fectant in 45-gallon drums at $2.85 per gallon. 


Address all inquiries to 


LEHN & FINK (CANADA) LIMITED 
37 HANNA AVENUE TORONTO 3, ONTARIO 


(In order to maintain the bigh quality and efficiency of "'Lysol’’ we bave 
been forced, due to increased raw material costs, to increase our special 
Hospital prices as listed above.) 
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Incubators in Hazardous 
Locations 

The Canadian Underwriters’ Asso- 
ciation has issued a warning against 
the use in hazardous locations of 
infant incubators which are not de- 
signed for this purpose. The need 
for oxygen-enriched atmosphere in 
these incubators greatly increases 
the fire hazard. The oxygen renders 
materials ordinarily considered slow- 
burning, and even some materials 
ordinarily considered non-combustible 
in air, more easily ignitable and the 
burning rate is greatly increased. 

In addition to the usual hazards of 
fire, an immediate life hazard to the 
infant occupant is created. Conse- 
quently, rigid requirements have 
been applied to prevent electrical 
parts, which are likely to cause igni- 
tion in the event of a breakdown, 
from being exposed in atmospheres 
containing oxygen in concentrations 
of more than five per cent above that 
of normal air. 

External ignition sources are con- 
sidered the principle hazard. Thus 
the following warning marking is 
required: “For safety, keep matches, 
lighted cigarettes, and all other 


sources of ignition out of the room 
in which the incubator is located. 
Textiles, oils, and other combustibles 
are easily ignited and burn with 
great intensity in air enriched with 
oxygen.” Other sources of ignition 
would include open flames, accumu- 
lations of static electricity and oxy- 
gen reducing valves on oxygen tanks 
which occasionally project flame and 
sparks due to ignition or explosion 
of rubber valve seats. Oxidizable 
vegetable oils, when soaked into cot- 
ton cloth or other fibrous material 
thus exposing large areas, are subject 
to spontaneous heating and some- 
times spontaneous ignition. This 
action is fostered by increased tem- 
peratures and would be expected to 
be further augmented by high oxy- 
gen concentrations. 

A trend toward the use of infant. 
incubators in delivery rooms has 
developed. These rooms have been 
defined as hazardous locations up to 
five feet above the floor in the Na- 
tional Fire Protection Association 
Bulletin 56 entitled Recommended 
Safe Practice for Hospital Operat- 
ing Rooms. All ignition sources 
should be kept out of rooms in which 


incubators are being used with oxy- 
gen and only incubators designed for 
use in hazardous locations should be 
used in delivery rooms. 


City of Sydney Hospital 
(Concluded from page 52) 
the dietary department the second 
servery divides two employee dining 
rooms, one for men and one for 
women. 


Size and Cost 


The new pavilion has a cubic con- 
tent of 925,000 cubic feet and this 
works out to 6,607 cubic feet to 
each adult patient bed. On the basis 
of the floors which supply accommo- 
dation for patients together with 
necessary treatment and_ service 
rooms and the surgical and obstet- 
rical suites the building works out 
to 332 square feet per adult patient 
bed. This figure includes all exterior 
walls. 

The cost of the hospital not includ- 
ing the architects’ and engineers’ 
fees, and furnishings is $1,327,370 
or $9,480 per bed. 





Bags 

Butter Chips 

Coffee Filter 
Paper 

Cookery 
Parchment 

Cups 

Doilies 

Facial Tissue 

Forks 

Foil Wrapping 

etc. 


47 Rose Ave. 





The Most Complete 


Paper Service 
Baby Scale Paper Napkins 


Plates 

Shelf Paper 
Soda Straws 
Scotch Tape 
Spoons 
Toilet Tissue 
Towels 

Tray Covers 
Twines 

Wax Paper 
Wrapping Paper 


Over 2,000 Paper items from which to 
select your requirements. 


A. GUINNESS & CO. 


Toronto, Ontario 


ae 


- Oil 


Combustion Engineering 
Corporation Ltd. 


540 DOMINION SQ. BLDG. 
Works: SHERBROOKE, QUEBEC 


Specialists 


PLANT EQUIPMENT 


Boilers — Stokers — Economizers 


Pulverized Coal Systems 


Before you Buy, Consult Combustion! 


DESIGN 
MANUFACTURE 
INSTALLATION OF 
STEAM POWER 


Burning Equipment — 





TORONTO 








Branch Offices: 


¢ WINNIPEG * VANCOUVER 
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McKEMCO STOPS SCALE! 


Because it’s chemically compounded to When you use McKemco Products, the 
suit local water conditions, McKemco services of McKemco laundry and dry 
Laundry Compound stops scale forma- cleaning experts are yours without 
tion on modern equipment like this Troy 
installation in a large Toronto laundry. 
In addition, this well buffered alkali 
with the high pH removes dirt with little to improved methods of plant operation 
loss of tensile strength to the fabric. that will substantially cut your costs. . 


charge. Consult these men — their ex- 
perience in these fields can often lead 


Ontario Sales Representatives for Troy Laundry & Dry Cleaning Machinery. 


"Gumi McKAGUE CHEMICAL COMPANY 


M'KEMCO Products 7 
& : PRINCESS 1481 TORONTO 
x od 11198 YONGE STREET 


MANUFACTURERS AND DISTRIBUTORS OF SPECIALIZED CLEANERS AND ALKALIES 
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Every day more Hospitals 
turn to the assured econ- 
omy and satisfaction of 
DARNELL CASTERS and 


ia 
| 
] 


{ 
ee —_—" J 


Hospital personnel and 
patients alike appreciate 
their “Efficient Quiet 
Operation’, which is 
never found in the ordin- 
ary caster. 


Write for Catalogue 


DARNELL CORPORATION OF CANADA LTD. 


Sick Children 
(Concluded from page 43) 

Anexisting four-storey, re-inforced 
concrete building has been made part 
of the layout and adjoins the main 
hospital structure. In it are located 
the laundry, orthopedic and mainte- 
nance workshops. The top floor of 
this building will serve as quarters 
for experimental animals which will 
be used in connection with research 
and routine laboratory work. . 

The patient section of the hospital 
provides accommodation for 635 beds, 
divided into the various services and 
age groups already mentioned. Fu- 
ture expansion has been provided for 
and the steel used in construction 
has been designed heavy enough for 
vertical expansion should the need 
arise. By this means, anywhere from 
100 to 200 beds can be added at any 
time without change or interference 
with the general planning of the 
major services in the hospital. 

Public ward accommodation varies 
from single-bed units to a maximum 
of six-bed units. Each and every 
unit is equipped with elbow-control 
hand basin and one or more com- 
bination outlets for suction and 
oxygen. 

In the older age groups, all beds 
in the multiple-bed rooms may be 
separated one from the other by 
means of draw curtains. 

Teaching rooms for medical stu- 
dents and nurses are provided on all 
patient floors. 

Spark-proof floors and explosion- 
proof electric outlets have been pro- 
vided in all operating rooms and 
other areas where explosive anzs- 
thetic gases may be used. 

There are two major operating 
room theatres with observation gal- 
leries and a two-way talking device 
for instruction purposes. 

Conduit for the future installation 
of television equipment is provided 
from one of the major operating 
rooms to the two lecture theatres. 

Emergency lighting is obtained 
from a stand-by unit in the power 
plant of the Toronto General Hos- 
pital. Should this fail to operate, a 
semi-automatic lighting plant for all 
operating room areas and a semi- 
automatic emergency suction unit, 
have been installed in the mechanical 
control room of our own hospital. 

The central supply department 


services all patient floors, which lie 
immediately above, by means of two 
directly connected electric dumb 
waiters, as well as all requirements 
of the out-patient floor. 
Sterilization and preparation of all 
instruments and supplies required in 
operating rooms is done in rooms 
separate from the central supply and 
closely related to operating rooms. 
The foregoing are perhaps the 
more interesting features in the new 
building but, throughout the hos- 
pital, areas and departments have 
been set aside for special purposes. 
For instance, on the sixth floor there 
is a complete metabolic unit for the 
study of diabetes, nephritis, and re- 
lated conditions. The dental depart- 
ment has been carefully planned with 
the faculty of dentistry, not only for 
the treatment of patients, but also 
for conducting research and teach- 
ing. Visual education has been pro- 
vided for and there is a new and 
well-planned unit for the study of 
genetics. There is a complete blood 
bank unit on the laboratory floor and 
closely united to the x-ray depart- 
ment is a separate unit for the study 
and diagnosis of heart conditions. 
As Part I of this article related, 
the Hospital for Sick Children was 
founded in 1875 in an ordinary 
dwelling house which could accom- 
modate only six patients. Through 
the years it has grown in size and 
in service. It is sincerely hoped that 
this new hospital, on which members 
of the hospital’s organization have 
spent so much effort, may continue 
to serve children in a fuller and bet- 
ter way than it has ever done before. 


Medical Statistics Unit 

Will Study Control of Silicosis 

As a further step in the control 
of silicosis among Ontario miners, 
the Medical Statistics Unit has been 
established, within the framework of 
the Workmen’s Compensation Board, 
by the Ontario Department of Mines. 

The unit has as its aim more effec- 
tive use of medical and x-ray data 
available from the Workmen’s Com- 
pensation Board. It will consolidate 
present records and create, as further 
examinations are made, a statistical 
record which will show, prior to the 
date of eventual disablement, pro- 
gression of the disease in its early 
stages. 
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The Beckman 
Oxygen Analyzer 


Kasy to Operate 


Shows Oxygen Concentration 
Directly on the Seale at 
the Push of a Button 





e No chemicals to spill or stain 

e No glass bulbs or tubes to break 

e No syringes or stopcocks to freeze 

Here’s an oxygen analyzer so easy to operate 

that anyone can use it. No solutions are used .. . 
it operates magnetically. A timesaver, the 
Beckman analyzer makes an accepted routine 
of oxygen analysis, which is so necessary for 


effective oxygen therapy. 


Sold by 


The sample is drawn into the analyzer by 
squeezing a bulb. At the touch of a button, a 
light beam appears on the scale to show the 


oxygen concentration. 


Designed specifically for oxygen therapy use, 
the Beckman analyzer is light—weighing only 
234 pounds—it is compact—measuring only 


6 by 5 by 314 inches. 


_ For more information, 


DOMINION OXYGEN COMPANY, LinrrED Pe Se 


159 Bay Seni Pisoase 1, Ont. 


Winnipeg 
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| Oxygen representative 
_ or write any Dominion 
| Oxygen Office. 
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Stuffed Eggs and 
Mushrooms on Rice 
(Yield: 100 servings) 

5 Ibs. Mushrooms (as purchased) 

5 tb. Chopped Onions 

4% Ib. Fat 

12% doz. Hard-cooked Eggs (150) 

5 tb. Dry Mustard 

2 tb. Salt 

144 tsp. Cayenne 

%4 tsp. White Pepper 

3 cups Light Cream or Top Milk 

8 lbs. White Rice, uncooked 

8 qts. Medium White Sauce, seasoned 

1. Remove stems from mush- 
rooms; wash. Chop stems fine. 
Save caps for sauce. 

2. Sauté stems 
onions in the fat. 

3. Remove yolks from the hard- 
cooked eggs, chop, and add _ to 
sautéed onion and mushrooms. 

4. Add seasoning and cream. 

5. Cook rice in boiling salted 
water for approximately 10 min- 
utes. 

6. Combine cooked 
seasoned white sauce, 
small steam-table pan. 


chopped 


and 


rice with 
place in 


7. Place halves of egg whites on 
rice. (Allow 714 cups rice and 30 
egg halves for each pan.) 

8. With pastry bag, stuff eggs 
with egg yolk and mushroom mix- 
ture (approximately 4 tsp. per half 
egg). 

9. Just before serving heat in 
moderate oven (350° F.) for 10 to 
15 minutes or until well heated. 
Baste with mushroom sauce. 


Mushroom Sauce 
% Ib. Fat 
6 qts. Medium White Sauce, seasoned 
Slice mushroom caps and sauté 
in fat approximately 20 minutes. 
Add to medium white sauce. 
—American Hospital Association. 


Hot or Cold Ham Loaf 
(Yield: 50 servings) 

6 lbs. uncooked Smoked Ham, minced 

6 lbs. uncooked Pork, minced 

6 Eggs 

1 qt. Canned Tomatoes 

2 cups Cracker Crumbs 

% tsp. Pepper 

Combine all ingredients and mix 
well. Pack into four 9” x 5” loaf 
pans. Bake in slow oven (300° F.) 
2 hours. 

Serve hot with raisin or mus- 
tard sauce or ham gravy. This 


loaf is also excellent for serving 
cold. 
—American Hospital Association. 


WHO Heart Specialists Introduce 
Techniques in Yugoslavia 


A World Health Organization 
team of six Swedish heart special- 
ists, headed by the world-famous 
professor, Clarence Crafoord of 
Stockholm, recently visited Yugo- 
slavia to introduce into that coun- 
try some techniques for the diag- 
nosis and treatment of heart dis- 
eases in childhood. WHO is fur- 
nishing the surgical and other 
equipment needed by the doctors. 

En route to Yugoslavia, the team 
spent two weeks in Vienna, where 
members also demonstrated new 
surgical procedures and performed 
the first “blue baby” operation ever 
done in Austria. As a result of the 
visit, cardiac clinics for children 
will be established in Vienna and 
Zagreb. The former will receive 
equipment from the United Nations 
International Children’s Emergency 
Fund and the Zagreb centre will 
be assisted by WHO supplies. 








Distributors for 


ENGLAND 








Hospital and Institutional 
CROCKERY, SILVER 


and 


GLASSWARE 


JOHN MADDOCK & SONS, LTD. 


We specialize in Institutional Equipment and 
sell direct. May we send you quotations on 
any of the above lines you may require? 


BRITISH & COLONIAL 
TRADING CO., LIMITED 


284-286 Brock Ave., Toronto 3 














Arovit ‘Roche’ 
Gantrisin ‘Roche’ 
Prostigmin “Roche’ 
Roniacol ‘Roche’ 
Spasmalgin ‘Roche’ 
Syntrogel ‘Roche’ 
Vi-Penta Drops and Perles ‘Roche’ 


ie | Retain UNO 





The House of ‘Roche’ for over fifty years has 
been known for the outstanding quality of 
its specialties. 


Among our notable preparations we wish 
to draw your attention to a few which you 
will find advantageous to stock:— 


Ephynal ‘Roche’ 
Pantopon ‘Roche’ 
Redoxon ‘Roche’ 
Sedulon ‘Roche’ 
Synkavite ‘Roche’ 
Thephorin ‘Roche’ 


We shall be pleased to furnish you with 
supplies or information at any time. 


HOFFMANN - LA ROCHE LIMITED 


MONTREAL 
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A Salute to the 


HOSPITAL for SICK CHILDREN 


on the occasion of the opening 
of this superbly planned and 
magnificently equipped 

new hospital. 


We deem it a privilege, indeed, 
that we were entrusted with 
the responsibility of fitting 
every bed and cot with 

Kilian Ball-bearing Casters. 


FISCHER BEARINGS (Canada) LTD. 
240 Fleet St. E. Toronto 


Other equipment in this new hospi- 
tal fitted with standard Kilian 
Ball-bearing Casters—includes :— 


BEDSIDE TABLES — SERVICE TRUCKS 
“— LINEN TRUCKS — MOP TRUCKS — 
LAUNDRY TRUCKS — FOOD SERVICE 
TRUCKS — OPERATING ROOM EQUIP- 
MENT — SPECIAL EQUIPMENT, ETC. 


Special shanks 
fitted to casters 
so beds can be 
raised an 

extra 12 inches. 
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Notes on People 
(Concluded from page 84) 
fellowship for advanced training in 
surgery of the head, neck, and abdo- 
men, at St. Thomas’ Hospital, Lon- 
don, Eng., the London Postgraduate 
Medical School, medical centres in 
Paris and Sweden, and at the Memo- 

rial Hospital in New York. 


* * * * 


Membership on A.H.A. 
Library Committee 


Eugenie M..Stuart, assistant pro- 
fessor of hospital administration at 
the University of Toronto, has ac- 
cepted membership on the Library 
Committee of the American Hospital 
Association. 


* * * * 


New Superintendent for 
Hospital at Listowel, Ontario. 

Hazel F. Naudett, Reg. N., has 
taken over the duties of superin- 
tendent at the Listowel Memorial 
Hospital, Listowel, Ontario. Miss 
Naudett is a graduate from the Ot- 
tawa Civic Hospital and has taken 
a course in hospital administration 
at the University of Chicago. Prior 


to her present position she was super- 
intendent of the Pontiac Community 
Hospital at Shawville, Quebec, for 
four years and later was on the staff 
of the Carman General Hospital at 
Carman, Man., Miss Naudett re- 
places Miss Mabel Wray who re- 
signed owing to ill-health. 


* * * * 


Canadian Wins Scholarship 

Cyril Chitty, laundry manager at 
All Saints’ Hospital, Springhill, 
N.S., is now attending the Training 
Course in Hospital Laundry Man- 
agement which is being sponsored 
by the American Hospital Associa- 
tion at the State University of Iowa, 
Iowa City. Mr. Chitty was one of 
ten who were awarded scholarships 
valued at $275 by the Pacific Mills 
Hospital Education Fund. 


* * * * 


Two Canadians Become 
Life Members of the A.H.A. 
Last December Ruth Cook Wilson, 
executive director of the Maritime 
Hospital Service Association, Monc- 
ton, N.B., and Miss A. J. MacMaster, 
Reg. N., administrator of the Sol- 


diers’ Memorial Hospital, Campbell- 
ton, N.B., were added to the Amer- 
ican Hospital Association’s roster of 
life members. Each year it has been 
the custom of the Association to 
honour thus those who have been 
personal members for 25 years. 
There are now 274 persons so 
designated. 


& * * * 


E. M. Bluestone, M.D., Honoured 

Dr. E. M. Bluestone, director of 
Montefiore Hospital, New York City, 
for 22 years, and an internationally 
known authority on the care of the 
chronically ill, has been elevated to 
the post of consultant-for-life to the 
hospital. He has relinquished his 
administrative duties but will con- 
tinue to contribute his outstanding 
services. to the hospital on the plan- 
ning level. 

His successor as director of the 
Montefiore Hospital is Dr. Martin 
Cherkasky, who has taken over the 
administrative tasks. Dr. Cherkasky 
has been in charge of the home care 
department and medical group for 
the past three years. This change 
was effective Jan. 1, 1951. 








Planning a fund appeal ? 











TO YOU, WE OFFER A 

CORPORATE FUND-RAISING SERVICE 
BY EXPERTS . . 

TESTED OVER A 30-YEAR SPAN. 
YOUR INQUIRY IS INVITED. 


JOHN PRICE JONES COMPANY 
(CANADA) LIMITED 


George A. Brakeley, Jr., PRESIDENT 
PUBLIC RELATIONS 
1440 St. Catherine St. W., Montreal 25, Quebec 


FUND RAISING ° 


. A SERVICE 


The New 


Hospital for Sick Children 


Toronto 


+ 


GOVAN, FERGUSON, LINDSAY, KAMINKER, 
MAW, LANGLEY, KEENLEYSIDE 


Architects 


WALLACE, CARRUTHERS and ASSOCIATES 


LIMITED 


Consulting Structural Engineers 


H. H. ANGUS and ASSOCIATES LIMITED 


Mech oe 








"$637,764,856 WORTH OF EXPERIENCE” Consulting 


and Electrical Engineers 
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Where Merey 


has set up 
her house... 


The new Hospital for Sick Children 
in Toronto is not merely another 
building or hospital. It is a pledge 
of the faith and pride with which 
the people of Ontario—and indeed 
of all Canada—regard an institu- 
tion “at which no child knocks in 
vain.” 


The Corbin Lock Company of 
Canada Limited is both pleased and 


proud that its products were chosen 
to contribute to the comfort, effici- 
ency and good appearance of this 
fine hospital . . . known and hon- 
oured throughout the world for its 
good works. 





CORBIN LOCK COMPANY OF CANADA, LIMITED 


Belleville, Ontario 
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Market- Forge 
Autopsy Equipment 


as installed in the new 


HOSPITAL FOR SICK CHILDREN 


TORONTO 


“Maforco” Autopsy Tables are of standard design, and 
have met the exacting requirements of this highly spe- 
cialized field. For more than forty years, Market Forge 
Company equipment has been used in leading hospitals 
throughout the U.S. and Canada. 


BOSTON TABLE 
(Illustrated) 


This table rotates on a centrally located sanitary pedestal base. It is provided 
with head rest, sink, special sponge bow! in one of the removable perforated panels, 
and hot and cold water connections through flexible hose. 


As an alternative, this table can be made vertically adjustable, either mechanically 
or hydraulically. In this way, the table level can be raised or lowered a total of 
nine inches. Aspirator can be furnished extra; top edges can be graduated in cen- 
timeters, at small additional cost 


Sole Canadian Distributors 


WTS A 
ee 


TORONTO WINNIPEG CALGARY VANCOUVER 

















Provincial Notes 
(Concluded from page 100) 

the efforts of the Algoma Ore Proper- 
ties Ltd. at a cost of over $150,000, 
with donations from the townspeople. 
This one-storey building is being 
constructed on a semi-basement foun- 
dation and will have a capacity of 
16 beds and an 8-bassinet nursery. 
It will contain operating and delivery 
rooms, an x-ray department, and a 
medical out-patients’ department. A 
dental department is also included 
in the plans. The nurses’ quarters 
and the laundry will be in separate 
quarters. This hospital will serve 
Wawa district, Michipicoten Falls, 
and Michipicoten Harbour. 


Quebec 


MONTREAL. A total of $320,000 
was subscribed by 171 members of 
the consulting and attending staff of 
the Montreal General Hospital in 
the recent Joint Hospital Campaign. 
Another $25,000 was subscribed by 
the graduates of Nursing School and 
the lay staff of this hospital. Funds 
from this campaign benefitted the 
Montreal General, the Children’s 
Memorial, and the Royal Edward 
Laurentian Hospitals. 


New Brunswick 


MONCTON. Preliminary construc- 
tion has begun on the new Moncton 
hospital which is being built here to 
replace the old institution and serve 
eastern New Brunswick. Plans call 
for 224 beds and 53 bassinets and the 
hospital is being built so that expan- 
sion in any direction can be made as 
the need arises. The architectural 
firm of Govan, Ferguson, Lindsay, 
Kaminker, Langley, and Keenleyside 
drew up the plans for the hospital. 


Accidents are far more important 
as a cause of death among females 
than is generally realized. Each 
year a greater number of girls and 
women are killed by accidental in- 
juries than die from any other cause 
except the cardiovascular-renal dis- 
ease and cancer. Accidents are the 
greatest single menace to life in 
childhood and adolescence. In order 
of frequency the causes for all ages 
are falls, motor vehicle accidents, 
burns, conflagration, and drowning. 

—M.L.1.C. Statistical Bulletin. 
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With the Auxiliaries 
(Concluded from page 104) 
were donated, and a supper at which 
over 200 persons were served. A 
dance was held the night of the fair. 


This was a new venture also and | 


brought in net proceeds of about $91. 
* * * * 


“Jelly Day” Among Annual Events 
of Saint John, N.B., Auxiliary 
A “Jelly Day” is held each autumn 
by the Ladies’ Auxiliary of the St. 
Joseph’s Hospital at Saint John, 


N.B., and during the past year over | 


700 jars of jams and jellies were 
collected and donated to the hospi- 
tal. 


completely furnished a __five-bed 


Last year the auxiliary also | 


ward, purchased a Microtome for | 


the laboratory at a cost of $900, and 
a Croupete for the paediatrics de- 
partment. At Christmas gifts are 
sent to the children in the hospital 
and this group also makes contribu- 
tions for the Christmas tree at the 
Lancaster Veterans’ Hospital. In 
addition, the auxiliary supplies the 
hospital with copies of the “New 
Freeman” for distribution to the 
patients. 

Membership in this auxiliary has 
reached over 500 and the annual tea, 
which is held in May, together with 
membership dues provide the needed 
financial assistance. 


* * % 


Auxiliary Contributes Money 
to Building Project 
The treasurer’s report showed that 
$4,443.13 was raised last year by 
the Women’s Auxiliary of the St. 
Joseph’s General. Hospital at Port 
Arthur, Ont. 
used toward building costs for a 


proposed new children’s ward, con- | 
struction of which is expected to get | 
under way this spring. A cheque | 


This money will be | 


RESTORING MUSCLE FUNCTION 


with the 


NEW MS-2 STIMULATOR 


Electrical stimulation often aids in restoring muscle function 
following injury or partial paralysis. Recent studies on polio- 
myelitis, as well as central and peripheral nerve lesions, indicate 
the desirability of maintaining muscle volume by stimulation 


during the period of recovery. 


With the Burdick MS-2 unit you have both the faradic ard gal- 
vanic currents for electro-diagnosis and a smooth surging faradic 
current for muscle stimulation. This faradic current, generated 
electronically, can be varied to produce muscle contractions from 


the mildest to the most vigorous. 


The galvanic current of the MS-2, in addition to its value in 
electro-diagnosis, can be used for iontophoresis, electrolysis and 


the many other applications requiring a smooth galvanic current. 


for $1,000 was also presented to the | 
hospital to help refurnish one of the | 


private rooms. 
sponsored many events last year such 


as a linen shower and tea, member- | 


ship drive, fashion show, violet tag 
day and campaign, bingo in aid of 
the Manitoba Relief Fund, essay 


contest for high school girls, the gift | 
shop, and a Christmas sale and tea. | 
to other organizations | 


An appeal 
replenished the Good Samaritan Cup- 
board with complete layettes which 
are used for needy mothers and 
babies. 
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This active society | 


Write us for descriptive literature. 
| 


| 
| 


THE BURDICK CORPORATION 


MILTON, WISCONSIN 

| Canadian Distributors: 

BURKE ELECTRIC & X-RAY CO. LIMITED, Toronto 
CASGRAIN & CHARBONNEAU, LIMITED, Montreal 

| FISHER & BURPE, LIMITED, Toronto, Winnipeg, Edmonton, Vancouver 
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for DRESSINGS 


(Gloves, Solutions, Packs) 


= 250° — 


... Diack Controls 


This product has been 
used for the past 40 
years as a check on the 
penetration of steam to 
the centre of packs. It 
is considered a routine 
necessity in most Cana- 





dian hospitals today. 


When the 
pellet melts 
you know 
your dressings 
are safe! 


for Infant Formula 


(230°—10 minute technique) 


.. . Inform Controls 








Before — After 


INFORM 
CONTROLS 


Inform Controls go IN- 
SIDE a test bot‘ te to 
make sure formula has 
reached temperature for 
time necessary for this 
technique. 


Inform Controls are 
necessary because with 
this technique you are 
working on “the edge 
of sterilization.” 


When time and temper- 
ature are sufficient pel- 
let will melt and flow to 
the bottom of the tube. 


Both products available from your 


Light Wood Finishes 
for Old Furniture 

In recent years, with the appearance | 
of light wood finishes in the furniture 
market, there has been considerable 
interest in refinishing old furniture in 
such tones. For those who wish to 
bleach or “pickle” furniture, here are 
a few tips. 

“Pickling” means stripping a piece 
of furniture, adding a light overtone. 
It can be done by burning acid into 
the wood or rubbing in paint. Acid is 
likely to pit the wood; paint, easier to 
apply, gives.a more controlled finish. 





(1) Place your piece of furniture where | 
it can stay at least four days and where 
there is good ventilation. (2) Wear | 
rubber gloves throughout and a pair | 
of glasses. (3) If the upholstery is in 
good condition, remove it. (4) Test 
the recipe first on the back of a con- 
sole or chest. (5) Don’t start unless 
you are willing to spend time rubbing 
with sandpaper, steel wool and wax 
for a professional finish. 





Now: (1) Remove all paint and | 
varnish with paint remover, applying 
liquid with a brush and allowing it to 
stand until paint softens. Then scrape 
the paint off with a putty knife. Clean 
the wood immediately with alcohol or 
benzine. Let it dry for a day. (2) 
Sandpaper with No. 00 sandpaper. | 
(3) Some woods that have been | 
stained grow darker when bleach is | 
applied. (Test bleach on an unimpor- 
tant surface.) Commercial bleaches 
are available at any paint store. Fol- 
low directions on bottle. Again wash 
the wood with alcohol or benzine and 
let it dry thoroughly. (4) For the 
pickled finish, use a light mixture of 
oil paint in a tint of white, beige or 
gray. Apply with a brush or cloth and 
rub off immediately, until you have 
the amount of colour you like. An 
uneven texture, with natural wood 
showing through, is the desired effect. 
Leave it until it is dry to the touch. 
(5) Rub lightly with fine steel wool 
and seal with a thin coat of shellac 
or several coats of wax. Inspect glue 
when finished.—Canadian Paint, Var- 
nish and Lacquer Association, Mont- 
real. 





WATER 


All through your build- 
ing, soft water saves 
you money. In the 
laundry, the kitchen, 
the boiler room and 
through the entire hot- 
water system, Westa- 
way — softened water 
cuts cost for you. 
Fabrics stay clean and 
bright and last longer. 
Soap costs are cut in 
half. Expensive hot 
water equipment is 
protected from scale. 
Westaway Water Soft- 
eners are simple and 
inexpensive to install 
and operate — initial 
cost is absorbed by 
the savings effected. 


Available in a wide 
range of sizes and 
capacities. 


° re) 
° "40,2 ro) @ QS 


SOFTENED 


SAVES YOU MONEY 


20 D° Poe Poa GO 


oO 
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favorite Canadian dealer. 


Smith & Underwood 


1847 North Main Street 
Royal Oak, Michigan 


WESTAWAY 


COMPANY LIMITED 


HAMILTON, CANADA 
TORONTO, MONTREAL, WINNIPEG 


Bitter it is, indeed, in human Fate, 
When Life’s supreme temptation 
comes too late. 


—John Mase field. 
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better 

products for 
better 

oxygen therapy 














Manutacturers of 


OEM MECHANAIRE—Iceless Oxygen Tent 

OEM HELI-OX— Continuous Positive Pressure Apparatus 
OEM METER MASKS—Non-Re-Breathing Masks 

OEM BARACH-THURSTON— Ice Tents 

OEM THERM-ALOX— Lucite-Infant to Adult Oxygen Tents 
OEM CLEERLITE—Oxygen Tent Canopies 

OEM OXYGEN EMERGENCY MOBILE UNIT 


OEM Regulators — Cylinder Trucks — Analyzers and all 
equipment for inhalational Therapy 








Write tor catalog and medical reprints: 
O-E.M.: CORPORATION 
(OXYGEN EQUIPMENT MANUFACTURING CORPORATION) 


FITCH STREET * EAST NORWALK, CONNECTICUT 
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Some Pointers on Painting 


The function of a priming coat, 
the first coat of paint to be applied, 
is of fundamental importance. On 
new woodwork it should penetrate 
into the surface and provide a tooth 
for subsequent coats. It is particularly 
important on exterior work where 
it should protect the surface from 
penetration by moisture. The recog- 
nized practice is for the priming 
coat to be of a rather thin and oily 
consistency. It is very important 
that the priming coat be efficiently 
applied; it should be put on before 
assembly or repair work is done, well 
brushed in to secure maximum pro- 
tection and penetration, and especially 
worked into joints, end grains, and 
other places where decay is most 
likely to occur. 

It is not economical to wait until 
a coat of paint is desperately needed 
starting to paint, because 
dried out wood requires more paint, 
and the bill for labour, the highest 
feature of any job of painting, will 
be much greater. You should use a 


before 


good quality paint that will give the 
maximum service possible for, bear- 
ing in mind that labour is respon- 
sible for some sixty to eighty per 
cent of the cost of painting, the better 
coverage a coat of paint gives and 
the easier it is to apply, the less 
labour it will take to do the job. 
It is wise to avoid the use of paints 
with a short life involving high main- 
tenance costs and labour absorption. 
This applies especially to exterior 
painting where periodic re-painting is 
essential for maintenance. 

The most favourable period for 
exterior painting is in late summer 
and autumn. The surfaces, particu- 
larly those of woodwork, are usually 
dry and this facilitates the penetration 
of the paint, adds to the protective 
value of the paint film, and avoids 
the danger of destruction of the paint 
through premature exposure to the 
summer sun. Damp, foggy, and 
frosty weather conditions should be 
avoided at all cost. 

If you are faced with the problem 


of painting unseasoned wood,“ com- 
monly used in building today, paint- 
ing just after the completion of the 
building will be liable to produce de- 
fects beyond the control of the 
painter. These show up as shrink- 
ing and cracking of the wood and 
discolouration of the paint by the 
penetration of moisture and sap. 
Where such wood has been used, it 
should be permitted to stand for 
several months until most of the 
moisture has left it. Then the surface 
should be carefully prepared to re- 
move any traces of free sap or resin, 
knots should be carefully sealed, and 
a priming coat applied over the entire 
surface. 


Helpful Hints 

If you have trouble with steel wool 
infections in the hands of your kit- 
chen workers, try those scraping 
pads made of steel rings, or perhaps 
the softer copper pads. 

Chipped crockery and glassware 
can be the most expensive equipment 
you have, from the point of view of 
both sanitation and potential injury. 
Get rid of it, but quick! 
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GAS—OIL OR ELECTRIC 


Manufacturers of 





The PENDRITH 


bake O Mat 


REVOLVING TRAY OVEN 


FULLY AUTOMATIC 

PENDRITH MACHINERY CO. LIMITED 

BAKERS’ OVENS, MACHINERY, RACKS, 
PANS and ACCESSORIES 


Everything Mechanical for the Bakery 
775 King St. W., Toronto 


Our 70th year of service to the Baking Industry 








SIMPSON'S 
congratulates... 


the Nurses, Doctors, Trus- 
tees and Officers of the 
Hospital for Sick Children 
on its opening. This great 
institution, one of the 
world’s most modern, is 
a symbol of kindness, 
even of life, to sick and 
injured children. 


Special Contract Division 

Toronto (Head Office) 

Halifax, Montreal, London, Winnipeg, 
Regina, Edmonton, Calgary, Vancouver. 


Please direct all communications specifically to the 
SPECIAL CONTRACT DIVISION. 
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hen the Doctor Orders 


. have the finest facilities to administer 
the treatment best. 


Sun therapy has been an established treatment throughout Canada and the United 
States for many years. The older solariums, however, depended on the slanting rays 
of the early morning and late afternoon sun . . . they had glass only on three sides, 
with a closed-in roof. 


The Lord & Burnham Solariums differ greatly from this old type. They provide the 
beneficial sun rays at all times . . . being built entirely of glass supported by small 
but strong members. Efficient ventilation and heating assures enjoyable and healthful 
temperatures, the sunlight areas being controlled if desired by outside or inside blinds 
or shading. 


The installation on the roof of the new wing at the Queen Elizabeth Hospital, Toronto 
(pictured above) affords a v good example of the Lord & Burnham Solariums. Spa- 
cious and airy, accessible to the wards and service, it brings health and enjoyment to 
bed patients, wheel chair cases and up-patients alike. 


We would be pleased to discuss or submit estimates on your solarium needs without 
obligation. Please write or phone us. 
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NEW... 


for 


OPERATING ROOM 
or WARD USE 
3-Section 1.V. Stand 


Check these features, 


Stainless Steel Irrigator 
Hook 


Trouble free clutch 
(easy height adjustment, 
no marking of finish) 


3 Section ‘Superchrome’ 
finished steel tubing 


24 |b. base for stability 


2” Ball bearing conduc- 
tive rubber casters 


Years ahead of the mar- 
ket in beauty, functional 
design and low cost. 


Order one on approval. 
See it—work it. If you 
are not entirely satisfied 
in every way, you may 
return it for full credit. 


GIVE YOUR 
NEW HOSPITAL 
OR WING 


A Head Start on Efficiency 


oe Ee 


GILBERT SURGICAL SUPPLY 


COMPANY 


471 Bloor West Toronto 4, Ontario 











Dependable 
Fire - Fighting 
Equipment 


as installed in the 


Hospital for 
Sick Children 


and many others 





Has YOUR hospital reliable fire control? Is 
there fire-fighting equipment available at as many 
vantage points as there should be? Is it equipment 
that can be handled quickly and easily by the 
first person to spot a fire? 


Consult us NOW for a free survey of your 
buildings. 


WILSON & COUSINS 


LIMITED 
35 McCaul Street 
TORONTO 
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A Service to our Readers 
_.. to our Advertisers 


* THE BUYERS DIRECTORY ~ 


An Alphabetical Directory of Equipment, Supplies, Building 
Materials and Specialties, with Names of Suppliers. 


If you wish to obtain further particulars regarding sources of supplies of any 
kind, we shall be glad to secure the information for you. Please write The 
Canadian Hospital, 57 Bloor Street West, Toronto 5, Ont. 


ABSORBENT COTTON AND GAUZE AIR CONDITIONING EQUIPMENT, OXYGEN 
Bauer & Black Division of the Kendall Co. (Canada) 0.E.M. Corporation, East Norwalk, Conn. 


Ltd., T to. 
Joh ih Seton, 144. Menivesl, AIR AND WATER HEATERS, ELECTRIC 
Smith & Nephew, Ltd., Montreal. Superior Electrics, Ltd., Pembroke, Ont. 


ACCOUNTING SYSTEMS ALCOHOL, RUBBING, DENATURED 
(To meet A.H.A. Requirements) Standard Chemical Co. Ltd., Toronto. 


Physician’ Record Co., Chicago, II. ALUMINUM WARE 


ACOUSTICAL TREATMENT Aluminum Goods Limited, Toronto. 
Alexander Murray & Co., Ltd., Montreal. Cassidy’s Limited, Montreal. 
Armstrong Cork, Canada Ltd., Montreal. General Steel Wares, Ltd., Toronto. 
Canadian Johns-Manville Co. Ltd., Toronto. Kitchen Installations Ltd., Ajax, Ont. 
Dominion Sound Equipments, Ltd., Montreal. S. H. Newman Co. Ltd., Toronto. 
Neptune Meters, Ltd., Long Branch, Ont. 
ADHESIVE BANDAGES AND PLASTERS Wrought Iron Range Co., Ltd., Toronto. 
aes: 5 Baw Division of the Kendall Co. (Canada) ALUMINUM WINDOWS 
Becton, Dickinson & Co., Rutherford, N.J. Cresswei: Pomeroy Ltd., Montreal. 
Parke, Davis & Co. Ltd., Walkerville, Ont. 
Seamless Rubber Co., New Haven, Conn. ANAESTHETICS 
Smith & Nephew, Ltd., Montreal. Canadian Liquid Air Co. Lid. Montreal. ; 
Mallinckrodt Chemical Works, ontreal. 
ase sii alge Merck & Co., Ltd. Montreal. 
parr ¢ — Division of the Kendall Co. (Canada) Ohio Chemical Canada, Ltd., Toronto. 
td., Toronto . Squi Sons, of Canada, Ltd., Montreal. 
Fisher & Burpe, Ltd., Winnipeg. EB. Sq & Som, of Comets, spe 
J. F. Hartz Co., Ltd., Toronto. ANAESTHETIC APPARATUS 
ee ee sak. te Becton, Dickinson & Co., Rutherford, N.J. 
Smith & Nephew, Ltd., Montreal. Canadian Liquid Air Co. Ltd. Montreal. 
Stev : own Bros. ayer & Phelps, ., Toronto, 
The Stevens Companies, Toronto. Fisher & Burpe, Ltd., Winnipeg. 
ADHESIVE REMOVER J. F. Hartz Co., Ltd., Toronto. 
Smith & Nephew, Limited, Montreal. : Ohio Chemical Canada, Ltd., Toronto. 


The Stevens Companies, Toronto. 
AIR CONDITIONING EQUIPMENT 
Canadian Ice Machine Co. Ltd., Toronto. ANTIBIOTICS 
Frigidaire Products of Canada Ltd., Leaside, Ont. Cutter Laboratories International, Toronto. 
Trane Co. of Canada Ltd., Toronto. Merck & Co., Ltd., Montreal. 
Universal Cooler Co., Ltd., Brantford, Ont. Parke, Davis & Co. Ltd., Walkerville, Ont. 
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SRS _ DIRECTORY * 


Chas. Pfizer & Co., Inc., New York, N.Y. 
E. R. Squibb & Sons of Canada Ltd., Montreal. 
John Wyeth & Brother (Canada) Ltd., Windsor. 


ANTISEPTICS 
J. F. Hartz Co., Ltd., Toronto. 
Parke, Davis & Co., Ltd., Walkerville, Ont. 


Parker, White & Heyl, Inc., Toronto. 
Reckitt & Colman (Canada) Ltd., Montreal. 


APPAREL, HOSPITAL 
Angelica Uniform Co. of Canada, Ltd., Montreal. 
Bland & Co., Ltd., Montreal. 
Corbett-Cowley, Ltd., Toronto. 
CorDest Garments Ltd., London, Ont. 
Lac-Mac Ltd., London, Ont. 
Robert C. Wilkins Co, Ltd., Farnham, Que. 


APPLICATORS, RADIUM 


Sterling Rubber Co., Ltd., Guelph, Ont. 
X-Ray and Radium Industries, Ltd., Toronto. 


AUTOCLAVES 
American Sterilizer Co., Erie, Pa. 
B. O. P., Montreal. 
Canadian Laboratory Supplies, Ltd., Toronto. 
Castle, Wilmot Co., Rochester, N.Y. 
Fisher & Burpe, Ltd., Winnipeg. 
J. F. Hartz Co., Ltd., Toronto. 
Scanlan-Morris Co., Madison, Wis. 
The Stevens Companies, Toronto. 
Surgical Supplies (Canada) Ltd., Toronto. 


BABY CREAM 
Johnson & Johnson, Limited, Montreal. 


BABY FOODS 
H. J. Heinz Co. of Canada, Ltd., Toronto. 


BABY POWDER 


Colgate-Palmolive-Peet Co., Ltd., Tororto. 
Johnson & Johnson Ltd., Montreal. 
Merck & Co. Ltd., Montreal. 


BAGS, LAUNDRY 
Bland & Co., Ltd., Montreal. 
Dalglish Chemicals, Limited, Toronto 17. 
Dominion Textile Co., Ltd., Montreal. 
Lac-Mac Limited, London, Ont. 
G. A. Hardie & Co., Ltd., Toronto. 
BANDAGES, CREPE TYPE 
Smith & Nephew, Limited, Montreal. 
BANDAGES, ELASTIC ADHESIVE 
Smith & Nephew, Limited, Montreal. 
BANDAGES, GAUZE 
Bauer & Black, Division of the Kendall Co. (Canada) 
Ltd., Toronto. 
Joh Joh , Ltd., Montreal. 
Smith & Nephew Ltd., Montreal. 
BANDAGES (For Minor Cuts, etc.) 
Bauer & Black, Division of the Kendall Co. (Canada) 
Ltd., Toronto. 
ms » 





J , Limited, Montreal. 


Seamless Rubber Co., New Haven, Conn. 
Smith & Nephew, Ltd., Montreal. 
BANDAGES AND SPLINTS 
Plaster of Paris 
Bauer & Black, Division of the Kendall Co. (Canada) 
Ltd., Toronto. 
Johnson & Johnson, Limited, Montreal. 
BASAL METABOLORS 
Canadian Liquid Air Co. Ltd., Montreal. 
The Stevens Companies, Toronto. 
X-Ray & Radium Industries, Ltd., Toronto. 


BATH ROBES 


Corbett-Cowley, Ltd., Toronto. 
CorDest Garments, Ltd., London, Ont. 
Lac-Mac Limited, London, Ont. 
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BED GOWNS 
Angelica Uniform Co. of Canada, Ltd., Montreal. 
Bland & Co., Ltd., Montreal. 
Corbett-Cowley, Ltd., Toronto. 
CorDest Garments, Ltd., London, Ont. 
Lac-Mac Limited, London, Ont. 
Wilkins, Robt. C. Co. Ltd., Farnham, Que. 
BED SPREADS 
CorDest Garments, Ltd., London, Ont. 
Dominion Textile Co., Ltd., Montreal. 
Hotel & Hospital Supply Co., Toronto. 
G. A. Hardie & Co., Ltd., Toronto. 
Textile Products Co., Ltd., Toronto. 


BEDS, HOSPITAL TYPE 


Dominion Metalware Industries Limited, Long Branch. 
T. Eaton Co. Ltd., Toronto. 

Metal Craft Co., Ltd., Grimsby, Ont. 

Metal Fabricators, Ltd., Tillsonburg, Ont. 

Shampaine Co., St. Louis, Mo. 

Simmons Limited, Montreal. 

Robert Simpson Co. Ltd., Toronto. 


BEVERAGE COOLERS 

Coca-Cola Ltd., Toronto. 

Frigidaire Products of Canada Ltd., Leaside, Ont. 

Universal Cooler Co. Ltd., Brantford, Ont. 
BEVERAGES, FOOD 

Coca-Cola Ltd., Toronto. 

Foodcraft Laboratories, Ltd., Toronto. 

Gibbons Quickset Desserts, Toronto. 

J. H. Stafford Industries, Ltd., Toronto. 

Vi-Tone Products, Ltd., Hamilton, Ont. 
BIOLOGICALS: (Antitoxins, Serums, Vaccines, etc.) 
Cutter Laboratories, International, Toronto. 
Parke, Davis & Co., Ltd., Walkerville, Ont. 

E. R. Squibb & Sons of Canada Ltd., Montreal. 
BIRTH CERTIFICATES 
Physicians’ Record Co., Chicago, Ill. 


BISCUITS 
Christie Brown & Co., Ltd., Toronto. 


BLACK-OUT BLINDS 
Cresswell Pomeroy Ltd., Montreal. 


BLANKETS, FLANNELETTE 

Ayers Limited, Lachute Mills, Que. 

Cassidy’s Limited, Montreal. 

Dominion Textile Co., Ltd., Montreal. 

T. Eaton Co., Ltd., Toronto. 

Hotel & Hospital Supply Co., Toronto. 

Robert Simpson Co. Ltd., Toronto. 

Textile Products Co., Ltd., Toronto. 
BLANKET WARMERS 

American Sterilizer Co., Erie, Pa. 

Dominion Metalware Industries Limited, Long Branch. 

Metal Craft Co., Ltd., Grimsby, Ont. 

Metal Fabricators, Ltd., Tillsonburg, Ont. 
BLOOD CULTURE BOTTLES 

Becton, Dickinson & Co., Rutherford, N.J. 


BLOOD FRACTIONS 
Cutter Laboratories, International, Toronto. 


BLOOD PRESERVATIVES 
Abbott Laboratories, Ltd., Montreal. 
J. F. Hartz Co., Limited, Toronto. 

BLOOD TRANSFUSION SETS 
Baxter Laboratories of Canada Ltd., Acton, Ont. 
Cutter Laboratories, International, Toronto. 
Ingram & Bell, Ltd., Toronto. 

BOILERS 
Crane Limited, Montreal. 


BOOKS, MEDICAL and HOSPITAL ADMINISTRATION 
Macmillan Co. of Canada, Ltd., Toronto. 
Physicians’ Record Co., Chicago, Ill. 
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“ROOSTER BRAND” 


HOSPITAL 
GARMENTS 


A Complete Line of 


DOCTORS 
NURSES 
INTERNES 
PATIENTS 
ORDERLIES 
MAIDS, ETC. 


Highest Quality Materials and 
Workmanship 


Catalogue on request 


ROBERT C. WILKINS COMPANY LIMITED 
Established 1890 
FARNHAM QUEBEC 
Sales Offices at 
Montreal Toronto Winnipeg Vancouver 














18 VARIETIES... 


available in bulk for hotels, 
restaurants, institutions ... 
every one bearing the seal of 
<p perfect baking! 


Sy CHRISTIE, BROWN AND COMPANY LIMITED 
BAKERIES: TORONTO AND WINNIPEG 


i 
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BOOKKEEPING—CALCULATING MACHINES 
International Business Machines Co. Ltd., Toronto. 
National Cash Register Co. of Canada, Ltd., Toronto. 
Remington Rand Limited, Toronto. 

BOTTLE CAPS, PAPER 
Perga Containers, Ltd., Hamilton, Ont. 


BROOMS, ELECTRIC 
G. H. Wood & Co., Ltd., Toronto. 


BRUSHES AND BROOMS 
Dustbane Products, Ltd., Ottawa. 
CABINETS 
Chart, History and Special 
Dominion Metalware Industries Limited, Long Branch. 
Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators Ltd., Tillsonburg ,Ont. 
Office Specialty Mfg. Co., Ltd., Newmarket, Ont. 
Shampaine Co., St. Louis, Mo. 
J. & J. Taylor, Ltd., Toronto. 
Westeel Products Ltd., Toronto. 
Filing 
Office Specialty Mfg. Co. Ltd., Newmarket, Ont. 
Remington Rand Limited, Toronto. 
CABINET LOCKS 
Corbin Lock Co. of Canada, Limited, Belleville, Ont. 
Dudley Lock Div. United Carr Fastener Co. of Canada, 
Ltd., Toronto. 
CAFETERIA FURNITURE 
Arborite Co., Ltd., Montreal. 
Arnold Banfield & Co., Ltd., Toronto. 
Cassidy’s Limited, Montreal. 
T. Eaton Co., Ltd., Toronto. 
Robert Simpson Co. Ltd., Toronto. 
CAKE MIXES 
Foodcraft Laboratories, Ltd., Toronto. 
Gibbons Quick-Set Desserts, Toronto. 
CALL SYSTEMS 
Cannon Electric Co. Limited, Toronto. 
Edwards of Canada, Ltd., Montreal. 
Electro-Vox, Inc., Montreal. 
International Business Machines Co. Ltd., Toronto. 
Northern Electric Co. Ltd., Montreal. 
CAMERAS 2 
70 mm. and Accessories 
Burke Electric & X-Ray Co. Ltd., Toronto. 
B. O. P., Montreal. 
General Electric X-Ray Corporation Limited, Montreal. 
X-Ray and Radium Industries, Ltd., Toronto. 
CANCER CONTROL FORMS 
Remington Rand Ltd., Toronto. 
CANCER FORMS, A.C.S. 
Physicians’ Record Co., Chicago, Ill. 
CAPS, CAPES—NURSES’ 
Bland & Co., Ltd., Montreal. 
Corbett-Cowley, Ltd., Toronto. 
CorDest Garments, Ltd., London, Ont. 
Lac-Mac Limited, London, Ont. 


CARBONATED DRINKS 
Coca-Cola Ltd., Toronto. 


CASH REGISTERS 
National Cash Register Co. of Canada Ltd., Toronto. 


CAST PADDING, LATEX FOAM 


Dunlop Tire & Rubber Goods Co., Ltd., Toronto. 
Goodyear Tire & Rubber Co. of Canada Ltd., Toronto. 


CASTERS 
Arnold Banfield & Co., Ltd., Toronto. 
Canadian Fairbanks-Morse Co., Ltd., Montreal. 
Darnell Corp. of Canada, Ltd., Long Branch, Ont. 
Fischer Bearings (Canada) Ltd., Toronto. 
Metal Craft Co., Ltd., Grimsby, Ont. 
Stanley Brock, Limited, Winnipeg. 


Stewart-Warner-Alemite Corp. of Canada, Ltd., (Bassick 
Division) Belleville, Ont. 
Viceroy Mfg. Co. Ltd., Toronto. 


CATHETERIZATION PRESSURE RECORDING 
APPARATUS 
Ferranti Electric Ltd., Mt. Dennis, Ont. 


CATHETERS 
American Cystoscope Makers, Inc., New York. 
Canadian Liquid Air Co. Ltd., Montreal. 
Clay-Adams Co., Inc., New York. 
Sterling Rubber Co., Ltd., Guelph, Ont. 
The Stevens Companies, Toronto. 


CATHETERS, OXYGEN, NASAL 
Gilbert Surgical Supply Co., Toronto. 
O.E.M. Corp., East Norwalk, Conn. 

CATHODE-RAY APPARATUS 


Ferranti Electric Ltd., Mt. Dennis, Ont. 
Smith & Stone Limited, Georgetown, Ont. 
X-Ray and Radium Industries, Ltd., Toronto. 


CAUTERIES 
American Cystoscope Makers, Inc., New York. 


CELLULOSE DRESSINGS; BANDAGES 


Bauer & Black Division of the Kendall Co. (Canada) 
r Ltd., —— 





, Ltd., Montreal. 
CHAIRS, METAL 


Cassidy’s Limited, Montreal. 
Dominion Metalware Industries Limited, Long Branch. 
Office Specialty Mfg. Co., Ltd., Newmarket, Ont. 
Simmons Limited, Montreal. 

CHAIRS 

Office, Wood or Steel 

Office Specialty Mfg. Co., Ltd., Newmarket, Ont. 
Remington Rand Limited, Toronto. 


CHAIRS, WHEEL 
Canadian Fairbanks-Morse Co., Ltd., Montreal. 


CHAIRS, WOOD 


Cassidy’s Limited, Montreal. 
T. Eaton Co., Ltd., Toronto. 


CHARTS, ANATOMICAL 
Clay-Adams Co., Inc., New York. 


CHINA 
Bell, Rinfret & Co., Ltd., Montreal. 
British & Colonial Trading Co., Ltd., Toronto. 
Cassidy’s Limited, Montreal. 
T. Eaton Co., Ltd., Toronto. 
Hotel & Hospital Supply Co., Toronto. 


CHLOROFORM 


Merck & Co. Ltd., Montreal. 
E. R. Squibb & Sons of Canada, Ltd., Montreal. 


CHOPPING MACHINES. 
G. S. Blakeslee & Co., Ltd., Toronto. 
General Steel Wares, Ltd., Toronto. 
Hobart Mfg. Co., Ltd., Toronto. 
Toledo Scale Co. of Canada, Limited, Windsor, Ont. 


CITRUS PRODUCTS 
Florida Citrus Commission, Lakeland, Florida. 
Sunfilled Products, Inc., Dunedin, Florida. 


CLEANSING AGENTS 
Floors, Etc. 


Brunner Mond Canada Sales, Ltd., Montreal. 
Colgate-Palmolive-Peet Co., Ltd., Toronto. 

W. & F. P. Currie, Ltd., Montreal. 

Dustbane Products, Ltd., Ottawa. 

Dye & Chemical Co. of Canada, Ltd., Kingston, Ont. 
Thomas Gibson & Co., Ltd., Toronto. 

Gordon A. MacEachern, Toronto. 
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CorDest Garments 
Limited 
LONDON - ONTARIO 


Manutacturers of 


Hospital Garments, Nurses’, Maids’, 
Orderlies’, and Dietitians’ 
Uniforms. 
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SAVE WEAR AND TEAR - SPECIFY 


Bassick 


PROTECT HOSPITAL FLOORS 


Save wear and tear on floors by specifying Bassick 
Rubber Cushion Glides, and No-Mar Rests, Cups 
and Glides. No longer need floors be marred and 
carpets permanently ruined by old fashion glides. 
With Bassick you are assured easy, smooth sliding 
action—eliminating costly floor repairs. 


Wherever the elimination of noise is important, 
specify Bassick Rubber Cushion Glides. 


Also manufacturers of 


ay STEWART: HARKER < 











Congratulations to the 
Hospital For Sick Children 


We are very proud to have shared in the equipment of 
this modern hospital by supplying a special pattern of 


W.H.Grindley’s Famous English Tableware 


We also carry the well known Shenango Dinnerware 


Our customers have a choice of 12 English 
or American Patterns. 


BELL, RINFRET & CO., LIMITED 
366 Notre Dame St. West Montreal, Quebec 
Telephone Plateau 9751 





Bassick Rubber Cushion 
Glides assure silent, 
easy, smooth-sliding ac- 
tion. All types for all 
legs. 


Bassick No - Mar 
Rests, Cups and 
Glides protect all 
floors. Flexible 
joint allows base 
to remain flat 
when furniture is 
tilted. 


STEWART-WARNER-ALEMITE CORPORATION OF CANADA, LIMITED 
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Belleville - Ontario 














ERS DIRECTORY 


Harrisons & Crosfield (Canada) Ltd., Toronto. 
Huntington Laboratories of Canada, Ltd., Toronto. 
Hygiene Products, Ltd., Dorval, Que. 

S. F. Lawrason & Co., Ltd., London, Ont. 
McKague Chemical Co. Limited, Toronto. 

West Disinfecting Co. Ltd., Montreal. 


Laundry 
Colgate-Palmolive-Peet Co., Ltd., Toronto. 


Dye & Chemical Co. of Canada, Ltd., Kingston, Ont. 


S. F. Lawrason & Co., Ltd., London, Ont. 
McKague Chemical Co., Limited, Toronto. 
Stanley Brock, Limited, Winnipeg. 


CLOCK SYSTEMS 
Paul Chaput, Ltée., Montreal. 
Edwards of Canada, Ltd., Montreal. 
Electro-Vox, Inc., Montreal. 
International Business Machines Co. Ltd., Toronto. 


CLOSERS, DOOR 


Corbin Lock Co. of Canada, Limited, Belleville, Ont. 


COFFEE GRINDERS 


Berkel Products Co., Limited, Toronto. 
Hobart Mfg. Co., Ltd., Toronto. 


COLD STORAGE ROOMS 


Armstrong Cork, Canada Ltd., Montreal. 
Canadian Ice Machine Co. Ltd., Toronto. 
Edward Milner Co., Ltd., Toronto. 
Universal Cooler Co. Ltd., Brantford, Ont. 


COLLAR FINISHING PRESSES 
Canadian Laundry Machinery Co., Ltd., Toronto. 


COMFORTERS 
Corbett-Cowley, Ltd., Toronto. 
Textile Products Co., Ltd., Toronto. 


COMMUNICATION SYSTEMS 


Cannon Electric Co. Ltd., Toronto. 
Canadian Marconi Co., Montreal. 
Edwards of Canada Ltd., Montreal. 
Electro-Vox, Inc., Montreal. 
Northern Electric Co. Ltd., Montreal. 


CONDENSED SOUPS 
H. J. Heinz Co. of Canada, Ltd., Toronto. 


CONTAINERS, WAX PAPER 
Perga Containers, Ltd., Hamilton, Ont. 


CONTROLS, STERILIZER 
Aseptic Thermo Indicator Co., Los Angeles, Cal. 
J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 
The Stevens Companies, Toronto. 
Smith & Underwood, Royal Oak, Mich. 


CONVEYORS, FOOD 
Canadian Fairbanks-Morse Co., Ltd., Montreal. 
General Steel Wares, Ltd., Toronto. 
Kitchen Installations Ltd., Ajax, Ont. 
Metal Craft Co., Ltd., Grimsby, Ont. 
S. H. Newman Co. Ltd., Toronto. 
Robert Simpson Co. Ltd., Toronto. 
Wrought Iron Range Co. Ltd., Toronto. 


COOKING UTENSILS 
Aluminum Goods Limited, Toronto. 
Bell, Rinfret & Co. Ltd., Montreal. 
British & Colonial Trading Co., Ltd., Toronto. 
General Steel Wares, Limited, Toronto. 
Kitchen Installations Ltd., Ajax, Ont. 
Neptune Meters, Ltd.. Long Branch, Ont. 
Pendrith Machinery Co. Ltd., Toronto. 
S. H. Newman Co. Ltd., Toronto. 
Vollrath Company, Sheboygan, Wis. 


CORKS, CORK TILE, SPECIALTIES 
Armstrong Cork, Canada Ltd. Montreal. 
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CORN STARCH AND SYRUPS 
Canada Starch Co., Ltd., Montreal. 


COTS, FINGER, ETC. 

Sterling Rubber Co., Ltd., Guelph, Ont. 
COTS, METAL 

Metal Craft Co., Ltd., Grimsby, Ont. 


Metal Fabricators, Ltd., Tillsonburg, Ont. 
Simmons Limited, Montreal. 


COTTON BALLS 
Bauer & Black, Division of the Kendall Co. (Canada) 
Ltd., beg oe j 


Limited, Montreal. 


COTTON TIP APPLICATORS 
Twin-Tips, Ltd., Toronto. 


CRIBS, CHILDREN’S 
Dominion Metalware Industries Limited, Long Branch. 
T. Eaton Co. Ltd., Toronto. 
Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators, Ltd., Tillsonburg, Ont. 
Simmons Limited, Montreal. 


CRINOLINE 
Bauer & Black Division of the Kendall Co. (Canada) 
Ltd., Toronto. 
Johnson & Johnson, Limited, Montreal. 


CROSS AGGLUTINATION VIBRATOR 
Vendall Limited, Toronto. 

CUBICLES 
T. Eaton Co., Ltd., Toronto. 
Gilbert Surgical Supply Co., Toronto. 
Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators, Ltd., Tillsonburg, Ont. 
Robert Simpson Co. Ltd., Toronto. 
Surgical Supplies (Canada) Ltd., Toronto. 
Westeel Products Ltd., Toronto. 


CUPS—PAPER FOR HOT AND COLD LIQUIDS 
Dixie Cup Co. (Canada) Ltd., Brampton, Ont. 
Globe Envelopes, Ltd., Toronto. 

Lily Cups, Limited, Toronto. 
Victoria Paper & Twine Co., Ltd., Toronto. 
G. H. Wood & Co. Ltd., Toronte. 


CURTAIN AND BLANKET FINISHING EQUIPMENT 
Canadian Hoffman Machinery Co., Ltd., Toronto. 
Canadian Laundry Machinery Co., Ltd., Toronto. 

J. H. Connor & Son, Limited, Ottawa. 
Stanley Brock, Limited, Winnipeg. 


CUSTARD POWDERS 
Foodcraft Laboratories, Ltd., Toronto. 
Gibbons Quickset Desserts, Toronto. 
S. Gumpert Co. of Canada, Ltd., Toronto. 
“Junket” Brand Foods, Toronto. 


CUTLERY, TABLE 


Bell, Rinfret & Co. Ltd., Toronto. 

British & Colonial Trading Co., Ltd., Toronto. 
Cassidy’s Limited, Montreal. 

Gilbert Surgical Supply Co., Toronto. 

Hotel & Hospital Supply Co., Toronto. 
McGlashan-Clarke Co., Ltd., Niagara Falls, Ont. 


CUTTERS, BANDAGE AND GAUZE 
W. J. Westaway, Ltd., Hamilton. 
CYSTOSCOPES 
American Cystoscope Makers, Inc., New York. 
Gilbert Surgical Supply Co., Toronto. 
Ingram & Bell, Ltd., Toronto. 
DENTAL INSTRUMENTS 
Becton, Dickinson & Co., Rutherford, N.J. 


DEODORANTS 


Dustbane Products, Ltd., Ottawa, Ont. 
Thomas Gibson & Co., Ltd., Toronto. 
Huntington Laboratories of Canada, Ltd., Toronto 
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No Washing 
_ Saves Time 


No Breakages 





Drinking Cup ms to Dispense 


In many departments of a busy hospital—receiving 

room, kitchen, room service, dishwashing and others— 

Perga Single Service Paper Containers save work 

because of their convenience, lightness and easy dis- 

posability. The hygienic one-way paper container 

helps fight the spread of contagious diseases. 

Dairies in every large centre across Canada are now Tamper: Proof 
supplying milk in paper containers to points as far as Heat-Sealed 
600 miles distant from the location of the dairy. For Cal-o€ale 
such long distance shipments. corrugated shipping 

cartons are used containing dry ice for refrigeration. 

Shipments are made by rail, transport, steamship and 

airplane. 

No matter where you may be nor what may be your 

problem, Pergas can save time, money and labour 

for you and help to increase efficiency. Write for 

information. 


ee 
Switch to Single Sewice! Waa 
° HAMILTON 


ONTARIO 
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BUYERS 


Hygiene Products, Ltd., Dorval, Que. 
West Disinfecting Co., Ltd., Montreal. 
G. H. Wood & Co., Ltd., Toronto. 


DESKS, NURSES’ STATIONS 


Dominion Metalware Industries Limited, Long Branch. 
Metal Craft Co., Ltd., Grimsby, Ont. 

Metal Fabricators Ltd., Tillsonburg, Ont. 

Office Specialty Mfg. Co., Ltd., Newmarket, Ont. 
Shampaine Co., St. Louis, Mo. 

Simmons Limited, Montreal. 

Robert Simpson Co. Ltd., Toronto. 


Office, Wood or Steel 
Office Specialty Mfg. Co., Ltd., Newmarket Ont. 
DESSERTS 


Foodcraft Laboratories, Ltd., Toronto. 
Gibbons Quickset Desserts, Toronto. 

S. Gumpert Co. of Canada Ltd., Toronto. 
“Junket” Brand Foods, Toronto. 


DEXTROSOL 


Canada Starch Co., Ltd., Montreal. 
“Junket” Brand Foods, Toronto. 


DIAGNOSTIC EQUIPMENT and SUPPLIES 


Ferranti Electric Ltd., Mt. Dennis, Ont. 

J. F. Hartz Co., Limited, Toronto. 

The Stevens Companies, Toronto. 

Surgical Supplies (Canada) Ltd., Toronto. 
X-Ray and Radium Industries, Ltd., Toronto. 


DIAPERS 


Bauer & Black, Division of the Kendall Co. (Canada) 
Ltd., Toronto. 
Lac-Mac Limited, London, Ont. 


DIATHERMY APPARATUS 
American Cystoscope Makers, Inc., New York. 
Burdick Corporation, Milton, Wis. 
Burke Electric & X-Ray Co., Ltd., Toronto. 
Casgrain & Charbonneau, Ltée., Montreal. 
Ferranti Electric Lid., Mt. Dennis, Ont. 
Fisher & Burpe, Ltd., Winnipeg. 
General Electric X-Ray Corporation, Ltd., Montreal. 
Gilbert Surgical Supply Co., Toronto. 
Ingram & Bell, Ltd., Toronto. 
The Stevens Companies, Toronto. 
X-Ray & Radium Industries, Limited, Toronto. 


DICTATING MACHINES 


Thomas A. Edison of Canada, Ltd., 
Toronto. 


DISHES. OVENWARE, ETC. 
British Colonial Trading Co., Ltd., Toronto. 
Glen S. Woolley & Co., Toronto. 


DISHWASHING COMPOUNDS 
Brunner Mond Canada Sales, Ltd., Montreal. 
Colgate-Palmolive-Peet Co., Ltd., Toronto. 
W. & F. P. Currie, Ltd., Montreal. 
Dustbane Products, Ltd., Ottawa. 
Dye & Chemical Co. of Canada, Ltd., Kingston, Ont. 
Harrisons & Crosfield (Canada) Ltd., Toronto. 
Huntington Laboratories of Canada, Ltd., Toronto. 
S. F. Lawrason & Co., Ltd., London, Ont. 
McKague Chemical Co., Ltd., Toronto. 
Stanley Brock, Limited, Winnipeg. 

DISHWASHING MACHINES 
G. S. Blakeslee & Co., Ltd., Toronto. 
General Steel Wares, Ltd., Toronto. 
Hobart Mfg. Co., Ltd., Toronto. 
S. H. Newman Co. Ltd., Toronto. 
Robert Simpson Co. Ltd., Toronto. 
Toledo Scale Co. of Canada, Limited, Windsor, Ont. 
Wrought Iron Range Co., Ltd., Toronto. 


DISINFECTANTS 
Dustbane Products, Ltd., Ottawa. 


(Ediphone Div.), 
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Dye & Chemical Co. of Canada, Ltd., Kingston, Ont. 
Thomas Gibson & Co., Ltd., Toronto. 

Huntington Laboratories of Canada, Ltd., Toronto. 
Lehn & Fink (Canada) Ltd., Toronto. 

Parke, Davis & Co., Ltd., Walkerville, Ont. 

West ey egy Ltd., Montreal. 

G. H. Wood & Co., Limited, Toronto. 


DISINFECTORS, METAL 


American Sterilizer Co., Erie, 
Canadian Laundry Machinery = Ltd., Toronto. 


DISPENSERS 
Liquid Soap 

Dustbane Products, Ltd., Ottawa. 
Thomas Gibson & Co., Ltd., Toronto. 
A. Guinness & Co., Toronto. 
Huntington Laboratories of Canada, Ltd., Toronto. 
West Disinfecting Co., Ltd., Montreal. 
G. H. Wood & Co., Ltd., Toronto. 


DOCTORS’ PAGING SYSTEMS 


Cannon Electric Co., Ltd., Toronto. 
Edwards of Canada, Ltd., Montreal. 
Electro-Vox, Inc., Montreal. 


DOCTORS’ IN AND OUT SYSTEMS 


Cannon Electric Co., Ltd., Toronto. 
Edwards of Canada, Ltd., Montreal. 


DOLLS, HOSPITAL 
Clay-Adams Co., Inc., New York, N.Y. 


DOORS, FLUSHWOOD 
Canada Flushwood Door, Ltd., Terrebonne, Que. 


DRAINAGE TUBING 
Clay-Adams Co., Inc., New York. 
Sterling Rubber Co., Ltd., Guelph, Ont. 
Viceroy Mfg. Co., Ltd., Toronto. 
DRESSINGS, PETROLEUM JELLY GAUZE 
Smith & Nephew, Ltd., Montreal. 


DRESSINGS, SURGICAL 


Bauer & Black Division of the Kendall Co. (Canada) 
Ltd., Toronto. 

Casgrain & Charbonneau, Ltée., Montreal. 

Johnson & Johnson, Ltd., Montreal, Que. 

Parke, Davis & Co., Ltd., Walkerville, Ont. 

Smith & Nephew, Ltd., Montreal. 

The Stevens Companies, Toronto. 


DRUGS, CHEMICALS 
See firms listed under “Pharmaceuticals”. 


DRUG SUNDRIES, RUBBER 
Clay-Adams Co., Inc., New York. 
Seamless Rubber Co., New Haven, Conn. 
Sterling Rubber Co., Ltd., Guelph, Ont. 
The Stevens Companies, Toronto. 
Viceroy Mfg. Co., Ltd., Toronto. 

DUMB WAITERS 
S. A. Armstrong, Limited, Toronto. 


DUPLICATORS and SUPPLIES 

Ditto of Canada, Limited, Toronto. 
ELECTRICAL MAINTENANCE SUPPLIES 

Northern Electric Co., Ltd., Montreal. 
ELASTIC ADHESIVE BANDAGES, PLASTERS 
AND DRESSINGS 

Becton, Dickinson & Co., Rutherford, N.J. 

Smith & Nephew, Ltd., Montreal. 
ELECTRIC HEATING and COOKING APPLIANCES 

Bell, Rinfret & Co., Ltd., Montreal. 

Moffats, Limited, Weston, Ont. 

Superior Electrics, Ltd., Pembroke, Ont. 
ELECTROCARDIOGRAPHS 

Cathode Ray, Multi-Channel 
Burdick Corporation, Milton, Wis. 
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THE SPECIAL WETTING AGENT 
IN CRESCENT CLEANSER No. 600 


FOREIGN 
DEPOSIT 





New CLEANSING ACTION TAKES 


WORK OUT OF SCRUBBING 
Save your energy and your 
brushes, too! The special wet- 
ting agent carries No. 600 right 
under dirt and soil almost 
fore you know it! 


EASY ON HANDS 


Don’t be nervous about using 
No. 600! It’s as gentle as a 
newborn lamb. 


WON'T ATTACK METALS 


You can breathe easy about 
your softer metal utensils too! 
In actual tests, No. 600 proved 
kinder to metal than most 
other cleansers. 


SOFTENS HARDEST WATER 


A whiz of a water softener! The 
hardest water just can’t stay 
hard long, with No. 600. 


RINSES FAST & CLEAN = 
DOESN'T SPOT 


It’s always in a hurry! Carries 
off scum like a fireman’s hose! 
Don’t bother to look for spots 
and rings if you use No. 600! 


ECONOMICAL? — JUST TRY IT! 


It’ll make your accountant 
happy — lt your plant man- 
ager happier still! Lower con- 
centrations go further, faster 
and better, with Crescent 
Cleanser No. 600! 





ORDINARY CLEANSER #600 SPECIAL WETTING 
ACTION 


Croscort CLEANSER 


fs esi 
Fonstenting power of — Special wetting action en- 
inary cleanser is no’ ables Number 600 solution 
sufficient to cut through to get under dirt and 
film of dirt. remove it quickly. . 


BRUNNER, MOND CANADA, LIMITED 
DISTRIBUTORS 


Harrisons & Crosfield (Canada) Limited, Toronto, Winnipeg, Calgary, For All Clea n i ng Operations / 


Vancouver; S. F. Lawrason & Co. Limited, London, (Head Office), 
W. & F. P. Currie Ltd., Montreal, (Head Office). 
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B. O. P., Montreal. 

Canadian Liquid Air Co. Ltd., Montreal. 

Ferranti Electric Limited, Toronto. 

Fisher & Burpe, Ltd., Winnipeg. 

General Electric X-Ray Corporation, Ltd., Montreal. 
The Stevens Companies, Toronto. 

X-Ray and Radium Industries, Ltd., Toronto. 


ELECTROCARDIOGRAPHIC EQUIPMENT and SUPPLIES 


Ferranti Electric Ltd., Mt. Dennis, Ont. 
X-Ray & Radium Industries Ltd., Toronto. 


ELECTRO-MEDICAL EQUIPMENT 


American Cystoscope Makers, Inc., New York. 
Rurdick Corporation, Milton, Wis. 

B. O. P., Montreal. 

Burke Electric & X-Ray Co., Ltd., Toronto. 
Canadian Liquid Air Co. Ltd., Montreal. 
Casgrain & Charbonneau, Ltée., Montreal. 
Ferranti Electric Ltd., Mt. Dennis, Ont. 
General Electric X-Ray Corporation Ltd., Toronto. 
Hanovia Chemical & Mfg. Co., Newark, N.J. 
Philips Industries, Ltd., Montreal. 

X-Ray & Radium Industries, Limited, Toronto. 


ENAMELS 
International Varnish Co., Ltd., Toronto. 


ENAMELWARE, SURGICAL 
General Steel Works, Ltd., Toronto. 
Gilbert Surgical Supply Co., Toronto. 
Hygiene Products Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 
The Stevens Companies, Toronto. 
Vollrath Company, Sheboygan, Wis. 


ENVELOPES 


W. J. Gage & Co. Ltd., Toronto. 
Globe Envelopes, Ltd., Toronto. 


ETHER 
Mallinckrodt Chemical Works Ltd., Montreal. 
Merck & Co., Ltd., Montreal. 
E. R. Squibb & Sons of Canada, Ltd., Montreal. 


EXTRACTS AND FLAVOURS 
Foodcraft Laboratories, Ltd., Toronto. 
Gibbons Quickset Desserts, Toronto. 


FEATHER STERILIZING EQUIPMENT 


American Machine and Metals, Inc., East Moline, III. 


Canadian Laundry Machinery Co. Ltd., Toronto. 


FELT, SURGICAL ADHESIVE 
Smith & Nephew, Limited, Montreal. 


FILING SYSTEMS and RECORDS 
Office Specialty Mfg. Co., Ltd., Newmarket, Ont. 
Remington Rand Limited, Toronto. 

FILTERS, CERAMIC 


Combustion Engineering Corp., Ltd., Montreal. 
Crane, Limited, Montreal. 


FILTERS, WATER 
W. J. Westaway Co., Ltd., Hamilton, Ont. 


FINANCIAL COUNSELLING SERVICES 
John Price Jones Co. Canada, Ltd., Montreal. 
Wells Organizations of Canada, Toronto. 


FIRE ALARM SYSTEMS 


Edwards of Canada, Ltd., Montreal. 
Northern Electric Co. Ltd., Montreal. 


FIRE DOORS 
Westeel Products, Ltd., Toronto. 


FIRE ESCAPES, SLIDE 
Westeel Products, Ltd., Toronto. 
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FIRE EXTINGUISHERS 
Thomas Gibson & Co., Ltd., Toronto. 
Wilson & Cousins, Ltd., Toronto. 
FIRE PROTECTION EQUIPMENT 
Wilson & Cousins, Ltd., Toronto. 


FITTINGS 
For ail Pressures and Purposes 
Crane Limited, Montreal. 
FIXTURES—ELECTRICAL, LIGHTING 
Canadian General Electric Co., Ltd., Toronto. 


Holophane Co. Ltd., Toronto. 
Northern Electric Co., Ltd., Montreal. 


FLAKED ICE MACHINES 
Canadian Ice Machine Co., Ltd., Toronto. 


FLOOR GLIDES 
Armstrong Cork, Canada Ltd., Montreal. 


Darnell Corporation of Canada Ltd., Long Branch, Ont. 


Stewart-Warner-Alemite Corporation of Canada, Ltd., 
(Bassick Div.), Belleville, Ont. 
Viceroy Mfg. Co., Ltd., Toronto. 
FLOOR SCRUBBING and POLISHING MACHINES 
Dustbane Products Ltd., Ottawa. 
Thomas Gibson & Co., Ltd., Toronto. 
Hygiene Products Limited, Dorval, Que. 
Frank P. Lalonde Limited, Montreal. 
— A. MacEachern, Toronto. 
Wood & Co., Ltd., Toronto. 


FLOORING, ASPHALT TILE 
Armstrong Cork, Canada Ltd., Montreal. 


FLOORING, PLASTIC 
Armstrong Cork Canada, Ltd., Montreal. 
Arnold Banfield & Co., Ltd., Toronto. 


FLOOR POLISH AND WAX 
Armstrong Cork, Canada, Ltd., Montreal. 
Dustbane Products, Ltd., Ottawa. 
Thomas Gibson & Co., Ltd., Toronto. 
A. Guinness & Co., Toronto. 
Huntington Laboratories of Canada, Ltd., Toronto. 
S. C. Johnson & Son, Ltd., Brantford, Ont. 
Gordon A. MacEachern, Toronto. 
West Disinfecting Co., Ltd., Montreal. 
G. H. Wood & Co., Ltd., Toronto. 
rLUSHWOOD DOORS 
Canada Flushwood Door, Ltd., Terrebonne, Que. 


FOAMGLAS 
Hobbs Glass, Ltd., London, Ont. 


FOOD and MEAT CHOPPERS 
G. S. Blakeslee & Co., Ltd., Toronto. 


FRUIT DRINKS 
Gibbons Quickset Desserts, Toronto. 
S. Gumpert Co. of Canada, Ltd., Toronto. 
Sunfilled Products, Inc., Dunedin, Florida. 
J. H. Stafford Industries, Ltd., Toronto. 
FUMIGANTS 
Against Clothes Moths 
Hygiene Products, Ltd., Dorval, Que. 
Merck & Co., Ltd., Montreal. 
FUND RAISING ORGANIZATIONS 
John Price Jones Co. Canada, Ltd., Montreal. 
Wells Organizations of Canada, Toronto. 
FURNACES 
Combustion Engineering Corp., Ltd., Montreal. 
General Steel Wares Ltd., Toronto. 
FURNITURE 
Office, Wood or Steel 
Office Specialty Mfg. Co., Ltd.. Newmarket, Ont. 
Remington Rand Limited, Toronto. 
FURNITURE COVERING, PLASTIC 
Paul Collet & Co., Ltd., Montreal. 
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NOW & floors 


that must be 
QXIld safe Shui 


At last! A tough, brilliant 
floor finish that positively reduces slip hazards* 





It’s new! Johnson’s Shur-tred No other finish offers 
drastically reduces slip dangers 


... on all types of floors... under this combination of features! 

all conditions of temperature, 

humidity, maintenance! See for yourself what Shur-tred can do. Mail the 
coupon for a free demonstration. 





New Shur-tred takes the hazard 
out of problem floor areas. It has If your floors do not need Shur-tred’s extra safety 


undergone rigid tests on stair- factor, your best buy is one of the Johnson's “No- 
ways, ramps, and other trouble Buff” Floor Waxes: low-cost Green Label or highly 
areas. Shur-tred has been thor- water-resistant, wet-mop-proof Brown Label. 
oughly tested on the floor in hospi- 

tals, schools, and business places. 


*After a rigid test, an official at a Curative Work- 
shop writes: ‘Shur-tred has met our need of a 
non-skid surface on which our paralyzed pa- 
tients may safely have walking training.” S. C. Johnson & Son, Ltd. 

H P 7 > — 
In sddition tO ‘exits safety—John- Maintenance Products—Dept. CHF 


=< ; Brantford, Ontario. 
son’s Shur-tred gives you ail the spr ste cg 


) Please arrange for a Shur-tred dewonstration. | understand 
eve this does not obligate me in any way. 
Buff Floor Fin’shes are famous: © Send me all the facts about Shur-tred. 


brightest shine... toughness... © Send free manual “How to Care for Your Floors”. 
high water-resistance . . . quick Name Title 


qualities for which Johnson’s No- 


drying... easy application. It is 
ying 4 PP Institution 
not tacky, not gritty. 
Address 


Province 


“Jobnson's” and ‘“Shur-tred” are trademarks of S. C. Johnson & Son, Lid. 
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FURNITURE PADDING 
Dunlop Tire & Rubber Goods Co., Ltd., Toronto. 
Goodyear Tire & Rubber Co. of Canada, Ltd., Toronto. 


FURNITURE POLISH 
Dye & Chemical Co. of Canada, Ltd., Kingston, Ont. 
Gordon A. MacEachern, Toronto. 


FURNITURE, STEEL, SURGICAL AND WARD 
T. Eaton Co., Ltd., Toronto. 
Gilbert Surgical Supply Co., Toronto. 
J. F. Hartz Co., Limited, Toronto. 
Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators Ltd., Tillsonburg, Ont. 
Scanlan-Morris Co., Madison, Wis. 
Simmons Limited, Montreal. 
Robert Simpson Co. Ltd., Toronto. 
Surgical Supplies (Canada) Ltd., Toronto. 


FURNITURE, WOOD 
Cassidy’s Limited, Montreal. 
T. Eaton Co., Ltd., Toronto. 


GARBAGE REFRIGERATION » 


Frigidaire Products of Canada, Ltd., Leaside, Ont. 
Edward Milner Co., Ltd., Toronto. 


GARMENTS, HOSPITAL 
Angelica Uniform Co. of Canada, Ltd., Montreal. 
Bland & Co., Ltd., Montreal. 
Corbett-Cowley, Ltd., Toronto. 
CorDest Garments Ltd., London, Ont. 
Lac-Mac Limited, London, Ont. 
Robert C. Wilkins Co. Ltd., Farnham, Que. 


GAS & SUCTION DISTRIBUTION SYSTEMS 


Canadian Liquid Air Co. Ltd., Montreal. 
Dominion Oxygen Co. Ltd., Toronto. 


GAUZE CUTTERS 
W. J. Westaway, Ltd., Hamilton. 


GAUZE SPONGES 
Bauer & Black, Division of the Kendall Co. (Canada) 
Limited, Toronto. 
Johnson & Johnson, Limited, Montreal. 
Seamless Rubber Co., New Haven, Conn. 
Smith & Nephew Ltd., Montreal. 


GELATINE DESSERTS 
Foodcraft Laboratories Limited, Toronto. 
Gibbons Quickset Desserts, Toronto. 
S. Gumpert Co. of Canada, Ltd., Toronto. 


GERMICIDES 
Bard-Parker Co. Inc., Danbury, Conn. 
Lehn & Fink (Canada) Ltd., Toronto. 
Parke, Davis & Co., Ltd., Walkerville, Ont. 
G. H. Wood & Co., Limited, Toronto. 


GERMICIDAL LAMPS 
Hanovia Chemical & Mfg. Co., Newark, N.J. 


GLASSWARE 
Bell, Rinfret & Co., Ltd., Montreal. 
British & Colonial Trading Co., Ltd., Toronto. 
Cassidy’s Limited, Montreal. 


GLASSWARE, LABORATORY 
O. H. Johns Glass Co. Ltd., Toronto. 


GLASSWARE, SURGICAL 


Canadian Laboratory Supplies Ltd., Toronto. 
Cassidy’s Limited, Montreal. 

Clay-Adams Co., Inc., New York. 

J. F. Hartz Co., Limited, Toronto. 


GLASS WASHERS 
G. S. Blakeslee & Co. Ltd., Toronto. 
Hobart Mfg. Co., Ltd., Toronto. 
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GLASS, WINDOW, PLATE 
Hobbs Glass, Ltd., London, Ont. 
Pilkington Glass, Limited, Toronto. 


GLIDES, FURNITURE, BEDS, ETC. 
Darnell Corporation of Canada Ltd., Long Branch, Ont. 
Metal Craft Co., Ltd., Grimsby, Ont. 
Stewart- Warner-Alemite Corp. of Canada, Ltd., (Bassick 
Division) Belleville, Ont. 
Viceroy Mfg. Co. Ltd., Toronto. 


GLOVES, SURGEONS,’ NURSES’ 


Canadian Laboratory Supplies, Ltd., Toronto. 
J. F. Hartz Co., Limited, Toronto. 
Ingram & Bell, Ltd., Toronto. 
Seamless Rubber Co., New Haven, Conn. 
Sterling Rubber Co., Ltd., Guelph, Ont. 
The Stevens Companies, Toronto. 
GLYCERINE 
Coigate-Palmolive-Peet Co., Ltd., Toronto. 
Merck & Co. Limited, Montreal. 
GOWNS: PATIENTS’ AND OPERATING 
~ Angelica Uniform Co. of Canada, Ltd., Montreal. 
Bland & Co., Ltd., Montreal. 
Corbett-Cowley, Ltd., Toronto. 
CorDest Garments, Ltd., London, Ont. 
Ella Skinner Uniforms, Toronto. 
Lac-Mac Limited, London, Ont. 
Wilkins, Robert C. Co. Ltd., Farnham, Que. 
GRAPEFRUIT JUICE 
Florida Citrus Commission, Lakeland, Florida. 
Sunfilled Products, Inc., Dunedin, Florida. 


GREEN HOUSES 
Lord & Burnham Co. Ltd., St. Catharines, Ont. 


HANDICRAFT SUPPLIES—OCCUPATIONAL THERAPY 


Arborite Co. Limited, Montreal. 
Crescent Surgical Sales Co., Inc., New York, N.Y. 
Lewis Craft Supplies, Ltd., Toronto. 


HARDWARE, BUILDERS 


Corbin Lock Co. of Canada, Ltd., Belleville, Ont. 
Dudley Lock Div. United Carr Fastener Co. of Canada, 
Ltd., Toronto. 
HEATERS, HOT WATER 
S. A. Armstrong, Limited, Toronto. 
Combustion Engineering Corp., Ltd., Montreal. 
Crane Limited, Montreal. 
Northern Electric Co., Ltd., Montreal. 
Superior Electrics Ltd., Pembroke, Ont. 
HEATING EQUIPMENT 
S. A. Armstrong, Limited, Toronto. 
Canadian Fairbanks-Morse Co., Ltd., Montreal. 
Combustion Engineering Corp., Ltd., Montreal. 
Crane Limited, Montreal. 
Northern Electric Co., Ltd., Montreal. 
Trane Co. of Canada Ltd., Toronto. 
HOSPITAL PLUMBING SPECIALTIES 
Crane Limited, Montreal. 
HOSPITAL RECORD FORMS 
Standardized 
Physicians’ Record Co., Chicago, III. 
HOT PLATES, ELECTRIC 
Moffats, Limited, Weston, Ont. 
Superior Electrics, Ltd., Pembroke, Ont. 


HOUSEHOLD SOAP, BARS 
Colgate-Palmolive-Peet Co., Ltd.. Toronto. 

HYDRO-THERAPY PLUMBING EQUIPMENT 
Crane Limited, Montreal. 

HYPODERMIC NEEDLES 
Becton, Dickinson & Co., Rutherford, N.J. 


ICE CREAM MIX 


“Junket” Brand Foods, Toronto. 
J. H. Stafford Industries Ltd., Toronto. 
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STAINLESS STEEL 








st 





The use of stainless steel in place of ordinary painted steel 
in the construction of hospital equipment has many 
practical advantages. Everlasting durability, attractive 
glistening appearance, aseptic quality, resistance 

to moisture, to chipping, and to discoloration, are 

a few outstanding features. Although the initial 

cost is higher than common steel, the relative 

cost of stainless steel is actually lower from 

a long time standpoint. STAINLESS 

STEEL WILL OUTLAST ORDINARY 

STEEL MANY TIMES. The use of 

stainless steel in the operating 

room is especially desirable — 

but ee are 

made in the nursery — in 

EQUIPMENT SHOWN IS IN USE AT THE NEW the workroom — the lab- 
SICK CHILDREN’S HOSPITAL, TORONTO oratory and the kitchen. 
Almost any piece of 

metal equipment— 

with a few excep- 

tions — can be 

duplicated in 

stainless 

steel con- 

struc- 

tion. 
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SURGICAL SUPPLIES (CANADA) LTD. 


80-92 SHERBOURNE STREET, TORONTO, ONT. 








+ THE BUYERS DIRECTORY 


ICE MAKING EQUIPMENT 
Canadian Ice Machine Co., Ltd., Toronto. 
Universal Cooler Co. Ltd., Brantford, Ont. 
ICE CREAM CUPS 


Dixie Cup Co. (Canada) Ltd., Brampton, Ont. 
Lily Cups, Limited, Toronto. 


ICE CREAM STORAGE CABINETS 
Frigidaire Products of Canada Ltd., Leaside, Ont. 


IDENTIFICATION METHODS 
Linen, etc. 
Applegate Chemical Co., Chicago, III. 
Palmprint Outfits 
Physicians’ Record Co., Chicago, Ill. 
Woven Names 
Bland & Co., Ltd., Montreal. 
J. & J. Cash, Inc., Belleville, Ont. 
INCUBATORS, BABY 
J. F. Hartz Co., Limited, Toronto. 
Ingram & Bell, Limited, Toronto. 


The Stevens Companies, Toronto. 
Wilmot Castle Co., Rochester, N.Y. 


INCUBATORS, BACTERIOLOGICAL 
J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Limited, Toronto. 
Scanlan-Morris Co., Madison, Wis. 
The Stevens Companies, Toronto. 
Wilmot Castle Co., Rochester, N.Y. 


INDELIBLE INKS 
Applegate Chemical Co., Chicago, IIl. 
McKague Chemical Co., Limited, Toronto. 
INFANT FOODS 


Canada Starch Co., Ltd., Montreal. 

H. J. Heinz Co. of Canada, Ltd., Toronto. 
“Junket” Brand Foods, Toronto. 

John Wyeth & Brother (Canada), Ltd., Windsor. 


INKS, INDELIBLE MARKING 
Applegate Chemical Co., Chicago, III. 


Dye & Chemical Co. of Canada, Ltd., Kingston, Ont. 


INSECTICIDES 
British & Colonial Trading Co., Ltd., Toronto. 
Canadian Industries Ltd., Montreal. 
Dustbane Products, Ltd., Ottawa. 
Thomas Gibson & Co., Ltd., Toronto. 
H. S. Hunnisett Co., Toronto. 


Huntington Laboratories of Canada, Ltd., Toronto. 


McKague Chemical Co., Limited, Toronto. 
West Disinfecting Co., Ltd., Montreal. 
G. H. Wood & Co., Ltd., Toronto. 


INSTRUMENTS 
Surgical and Diagnostic 

American Cystoscope Makers, Inc., New York. 
Bard-Parker Co., Inc. Danbury, Conn. 
Becton, Dickinson & Co., Rutherford, N.J. 
Casgrain & Charbonneau, Ltée., Montreal. 
Clay-Adams Co., Inc.. New York. 
Down Bros. and Mayer & Phelps, Ltd., Toronto. 
Fisher & Burpe, Limited, Winnipeg, Man. 
Gilbert Surgical Supply Co., Toronto. 
J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 
The Stevens Companies, Toronto. 


INSULATED CONTAINERS 
Thermos Bottle Co., Limited, Toronto. 


INSULATING MATERIALS 


Alexander Murray & Co., Ltd., Montreal. 
Armstrong Cork, Canada Ltd., Montreal. 
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INTERCOMMUNICATING SYSTEMS 


Edwards of Canada, Ltd., Montreal. 
Electro-Vox, Inc., Montreal. 

Northern Electric Co., Ltd., Montreal. 
X-Ray & Radium Industries, Ltd., Toronto. 


INTRAVENOUS ADMINISTRATION APPARATUS 


Baxter Laboratories of Canada, Ltd., Acton, Ont. 
Cutter Laboratories, International, Toronto. 
Down Bros. and Mayer & Phelps, Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 

The Stevens Companies, Toronto. 


INTRAVENOUS PREPARATION EQUIPMENT 


Cutter Laboratories, International, Toronto. 
The Stevens Companies, Toronto. 


INTRAVENOUS SOLUTIONS 


Abbott Laboratories, Ltd., Montreal. 

Baxter Laboratories of Canada, Ltd., Acton, Ont. 
Cutter Laboratories, International, Toronto. 

J. F. Hartz Co., Ltd., Toronto. 

Ingram & Bell, Ltd., Toronto. 

Chas. Pfizer & Co., Inc., New York, N.Y. 

John Wyeth & Brother (Canada), Ltd., Windsor. 


IRONS, ELECTRIC AUTOMATIC 
Canadian Marconi Co., Montreal. 


IRRADIATED PLASMA 
Cutter Laboratories, International, Toronto. 


JELLY POWDERS 
. Foodcraft Laboratories, Ltd., Toronto. 
Gibbons Quickset Desserts, Toronto. 
S. Gumpert Co. of Canada, Ltd., Toronto. 
JUNIOR FOODS 
H. J. Heinz Co. of Canada, Ltd., Toronto. 


KETTLES, STEAM-JACKETED 
Aluminum Goods Limited, Toronto. 
General Steel Wares, Ltd., Toronto. 
Kitchen Installations Ltd., Ajax, Ont. 
Neptune Meters, Ltd., Long Branch, Ont. 
S. H. Newman Co. Ltd., Toronto. 
Robert Simpson Co. Ltd., Toronto. 
Wrought Iron Range Co., Ltd., Toronto. 
KNIVES 
Detachable Blades 
Bard-Parker Co., Inc., Danbury, Conn. 
Crescent Surgical Sales Co., Inc., New York, N.Y. 
KNIVES, TABLE 
Bell, Rinfret & Co., Ltd., Montreal. 


McGlashan, Clarke Co., Ltd., Niagara Falls, Ont. 
LABELS, WOVEN 

J. & J. Cash, Inc., Belleville. 
LABORATORY AUTOCLAVES 

Wilmot Castle Co., Rochester, N.Y. 


LABORATORY CENTRIFUGES 
International Equipment Co., Boston, Mass. 


LABORATORY EQUIPMENT AND SUPPLIES 
Lg gy Dickinson & Co., Rutherford, N.J. 
B. O. P., Montreal. 
Canadian Laboratory Supplies, Ltd., Toronto. 
Casgrain & Charbonneau, Ltée., Mcatreal. 
Clay-Adams Co., Inc., New York. 
H. Johns Glass Co. Ltd., Toronto. 
LABORATORY FURNITURE 
Canadian Laboratory Supplies, Ltd., Toronto. 
LACQUERS 
International Varnish Co., Ltd., Toronto. 
LAMPS 
Germicidal, Fluorescent, Incandescent 
Canadian General Electric Co. Ltd., Toronto. 
Northern Electric Co. Ltd., Montreal. 
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EFFIC/ENCY ECONOMY -SAN/TATION i 
requike that ieeey atlicle. ab-dinan Readily Digestible 


whether bed linen, towels, or the 


aber pital anaergag Milk 
Modifiers 
for 
Infant Feeding 





36 GRIER ST., BELLEVILLE, ONT. ROWN Brand and Lily White Corn Syrups are well 
| known to the medical profession as a thoroughly 
REGULAR PERSONAL NAME PRICES =; safe and satisfactory carbohydrate for use as a milk 

12 doz. $3.50 6 doz. $2.40 | modifier in the bottle feeding of infants. 
9 doz, $3.00 3 doz. $1.80 | These pure corn syrups can be readily digested and 
a do not irritate the delicate intestinal tract of the infant. 
Either may be used as an adjunct to any milk 

formulae. 
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in Canada, an assurance of their absolute purity. 


THERMOPLEX Crown Brand and Lily White Corn Syrups are pro- 
duced under the most exacting hygienic conditions by 
ry \ the oldest and most experienced refiners of corn syrups 


Crown Brand and 
Lily White 
CORN SYRUPS 


Manufactured by 
THE CANADA STARCH COMPANY Limited 
Montreal and Toronto 


ae | For Doctors Only 

$4.25 | A convenient pocket calculator, with varied infant feeding formulae 

employing these two famous corn syrups ... a scientific treatise 

4 cup size in beok form for infant feeding . . . and infant formula pads, 

| are available on request, also an interesting booklet on prenatal 

$5.75 care. Kindly clip the coupon and this material will be mailed to 
you immedaitely. 
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Now . .. completely insulated carafe type pitchers at an amazingly 
low price! THERMOPLEX SERVERS are made of tough, high 
heat resistant metallic plastic alloy. They keep hot liquids piping THE CANADA STARCH CO. Limited 
hot for two hours —cold beverages remain cold overnight. They're Montreal 

double-walled insulated to retain heat or cold. weary — spout Piease send tee ’ 

eliminates dripping. In pouring, cover is not removed. A slight turn 

of the cover, and the THERMOPLEX SERVER is ready for pouring, CQ) FEEDING CALCULATOR. ra 
another turn and it is sealed to retain heat or cold. Attractive QO Book “CORN SYRUP FOR INFANT FEEDING”. 
THERMOPLEX SERVERS are available in silver, ivory, red or green. 0 INFANT FORMULA PADS. 

For complete facts and institutional quantity prices, write for free 0 Book “THE EXPECTANT MOTHER”. 

descriptive folder. 0 Book “DEXTROSOL”. 
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Name 





Sole Canadian Distributors 


Thermos Bottle Company Limited ® 1239 Queen Street West, Toronto Address 
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LAMPS 
Ultra Violet, Infra-Red 
Burdick Corporation, Milton, Wis. 
General Electric X-Ray Corporation, Ltd., Montreal. 
Hanovia Chemical & Mfg. Co., Newark, N.J. 


LATEX FOAM CUSHIONING 


Dunlop Tire & Rubber Goods Co., Ltd., Toronto. 
Goodyear Tire & Rubber Co. of Canada, Ltd., Toronto. 


LAUNDRY 
Blanketing, Wool 
Ayers Limited, Lachute Mills, Que. 
J. H. Connor & Son, Ltd., Ottawa. 
G. A. Hardie & Co., Ltd., Toronto. 


LAUNDRY ACCESSORIES 


American Machine & Metals, Inc., East Moline, II. 

Canadian Hoffman Machinery Co. Ltd., Toronto. 

Canadian Laundry Machinery Co. Ltd., Toronto. 

J. H. Connor & Son Ltd., Ottawa. 

McKague Chemical Co., Ltd., Toronto. 
Equipment, All Kinds, Washers, Extractors, 
Tumblers, Ironers 

American Machine & Metals, Inc., East Moline, IIl. 

Canadian Hoffman Machinery Co. Ltd., Toronto. 

Canadian Laundry Machinery Co., Ltd., Toronto. 

J. H. Connor & Son, Ltd., Ottawa, Ont. 

McKague Chemical Co., Ltd., Toronto. 

Stanley Brock, Limited, Winnipeg. 

Felt, Wool 
Ayers Limited, Lachute Mills, Que. 
G. A. Hardie & Co., Ltd., Toronto. 


Flatwork Ironers 
American Machine & Metals, Inc., East Moline, Ill. 
Canadian Hoffman Machinery Co. Ltd., Toronto. 
Canadian Laundry Machinery Co., Ltd., Toronto. 
J. H. Connor & Son, Ltd., Ottawa, Ont. 
McKague Chemical Co. Ltd., Toronto. 
Stanley Brock, Limited, Winnipeg. 

Mechanical Clothing 
Angelica Uniform Co. of Canada, Ltd., Montreal. 
Ayers Limited, Lachute Mills, Que. 
J. H. Connor & Son, Ltd., Ottawa. 


Pressing Irons 
Superior Electrics, Ltd., Pembroke, Ont. 


Starch 
Canada Starch Co., Ltd., Montreal. 


Starching Equipment 
Brunner Mond Canada Sales, Ltd., Montreal. 
Canadian Laundry Machinery Co., Ltd., Toronto. 
Dalglish Chemicals, Limited, Toronto 17. 
Stanley Brock, Limited, Winnipeg. 

Supplies 
Brunner Mond Canada Sales, Ltd., Montreal. 
Canadian Laundry Machinery Co., Ltd., Toronto. 
—e Palmolive-Peet Co., Ltd., Toronto. 

. & F. P. Currie, Ltd., Montreal. 

a & Chemical Co. of Canada, Ltd., Kingston, Ont. 
G. A. Hardie & Co., Ltd., Toronto. 
Harrisons & Crosfield (Canada) Ltd., Toronto. 
S. F. Lawrason & Co., Ltd., London, Ont. 
McKague Chemical Co., Limited, Toronto. 
Stanley Brock, Limited, Winnipeg. 


LAUNDRY CHUTES 
Westeel Products Ltd., Toronto. 


LEATHERCRAFTS 
Lewis Craft Supplies Ltd., Toronto. 


LIGHTS, AUTOPSY 


Holophane Co., Limited, Toronto. 
Northern Electric Co., Ltd., Montreal. 
Wilmot Castle Co., Rochester, N.Y. 
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LIGHTS 

Emergency, Portable Bed, Examination 
American Sterilizer Co., Erie, Pa. 
Canadian General Electric Co. “ita. Toronto. 
Castle, Wilmot Co., Rochester, N.Y. 
Holophane Co., Limited, Toronto. 
Scanlan-Morris Co., Madison, Wis. 
Surgical Supplies (Canada) Ltd., Toronto. 


LIGHTS 
Operating Room 

American Sterilizer Co., Erie, Pa. 
B. O. P., Montreal. 
Castle, Wilmot Co., Rochester, N.Y 
Down Bros. and Mayer & Lig w- Ltd., Foe eng 
Ferranti Electric Ltd., Mount Dennis, O 
Fisher & Burpe, Ltd., Winnipeg. 
J. F. Hartz Co., Limited, Toronto. 
Holophane Co., Limited, Toronte. 
Ingram & Bell, Ltd., Toronto. 
The Stevens Companies, Toronto. 
Northern Electric Co., Ltd., Montreal. 
Scanlan-Morris Co., Madison, Wisconsin. 


LIGHTING PLANTS, ELECTRIC 
Canadian Fairbanks-Morse Co., Ltd., Montreal. 


LINENS, BED 
Bland & Co., Ltd., Montreal. 
CorDest Garments, Ltd., London, Ont. 
Dominion Textile Co., Ltd., Montreal. 
T. Eaton Co. Ltd., Toronto. 
G. A. Hardie & Co., Ltd., Toronto. 
Hotel & Hospital Supply Co., Toronto. 
Hygiene Products, Ltd., Dorval, Que. 
Lac-Mac Limited, London, Ont. 
Robert Simpson Co. Ltd., Toronto. 
Textile Products Co., Ltd., Toronto. 


LINEN MARKING EQUIPMENT 
American Machine & Metals, Inc., East Moline, III. 
Applegate Chemical Co., Chicago, I 


LINOLEUM, FLOOR 
Armstrong Cork, Canada Ltd., Montreal. 
Dominion Oilcloth & Linoleum Co., Ltd., Montreal. 
T. Eaton Co., Ltd., Toronto. 
Robert Simpson Co. Ltd., Toronto. 


LOCKS and LOCK SETS 
Corbin Lock Co. of Canada, Limited, Belleville, Ont. 
Dudley Lock Div. United Carr Fastener Co. of Canada, 
Ltd., Toronto. 


LOCKERS, STEEL 
Dudley Lock Div. United Carr Fastener Co. of Canada, 
Ltd., Toronto. 
Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators Ltd., Tillsonburg, Ont. 
Office Specialty Mfg. Co., Ltd., Newmarket, Ont. 
Westeel Products, Ltd., Toronto. 
Shampaine Co., St. Louis, Mo. 


LUBRICATING JELLY 
J. F. Hartz Co., Limited, Toronto. 
Johnson & Johnson, Ltd., Montreal. 
Parke, Davis & Co., Ltd., Walkerville, Ont. 


MARKING MACHINES 


Applegate Chemical Co., Chicago, IIl. 
Stanley Brock, Limited, Winnipeg. 


MASKS 
Angelica Uniform Co. of Canada, Ltd., Montreal. 
Bauer & Black Division of the Kendall Co. (Canada) 
Ltd., Toronto. 
Bland & Co., Ltd., Montreal. 
Corbett-Cowley, Ltd., Toronto. 
Johnson & Johnson, Ltd., Montreal. 
Lac-Mac Limited, London, Ont. 
Seamless Rubber Co., New Haven, Conn. 


MASKS, OXYGEN 
O.E.M. Corporation, East Norwalk, Conn. 
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WE CONSULT... 
DESIGN ... 
SUPPLY... 


Everything from one room to 
complete hospital furnishings 


SPECIAL CONTRACT DIVISION 
TORONTO (Head Office) 
HALIFAX, MONTREAL, LONDON, WINNIPEG, 
REGINA, EDMONTON, CALGARY, VANCOUVER 


Please direct all communications specifically to the 
Special Contract Division 












































WITH THE APPLEGATE 
FOOT POWER MARKER 


Both hands are free to hold 
the coat, sheet or blanket in 
the exact position it is to be 
marked 

Works faster. Marks name 
department, and date on one 


impression. Saves money 


time and linens 


Applegate indelible ink . . . (silver base) is 
heat-set and lasts as long as the cloth on 
which it is used . . . Xanno is a long-lasting 
{ indelible ink (does not require heat). Either 
may be used with Applegate Markers, stencil 
or pen, 
Write for Free Impression Slip. 
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CHOSEN BY THE 
HOSPITAL FOR SICK CHILDREN 


AS Staudard Equipment! 


Why did they choose Dudleys? 


Because Dudley Padlocks are the solution 
to ALL the problems associated with out- 
moded, inefficient, keyed locks. 


No time lost over missing keys . . . No 
records to keep .. . No pilfering . . . No 
difficulties over access to lockers—just a 
simple Master Chart for management control. 


For your new or old lockers, it will pay to 
look into the advantages that only DUDLEY 
padlocks offer. Full information and prices 
on request. 


= Nudleu “ae 














MATERNITY PADS 


Bauer & Black Division of the Kendall Co. (Canada) 
Ltd., Toronto. 

Johnson & Johnson, Ltd., Montreal. 

Smith & Nephew, Ltd., Montreal. 


MATS, RUBBER LINK 
Thomas Gibson & Co., Ltd., Toronto. 
Gordon A. MacEachern, Toronto. 


MATTRESSES 


Dunlop Tire & Rubber Goods Co., Ltd., Toronto. 
T. Eaton Co., Ltd., Toronto. 

Gilbert Surgical Supply Co., Toronto. 

Hotel & Hospital Supply Co., Toronto. 

Metal Craft Co. Limited, Grimsby, Ont. 

Metal Fabricators, Ltd., Tillsonburg, Ont. 
Shampaine Co., St. Louis, Mo. 

Simmons Limited, Montreal. 

Robert Simpson Co. Ltd., Toronto. 


MEAT and BONE CUTTERS 
Berkel Products Co., Ltd., Toronto. 
Hobart Mfg. Co. Ltd., Toronto. 
S. H. Newman Co. Ltd., Toronto. 
Toledo Scale Co. of Canada, Ltd., Windsor. 


MEAT TENDERIZING MACHINES 
Berkel Products Co., Ltd., Toronto. 
METABOLISM APPARATUS 


Canadian Laboratory Supplies, Ltd., Toronto. 
Casgrain ‘& Charbonneau, Ltée., Montreal. 
Ingram & Bell, Ltd., Toronto. 

X-Ray and Radium Industries, Ltd., Toronto. 


METAL FLY SCREENS 
Cresswell Pomeroy Ltd., Montreal. 


METAL LATH 
Cresswell Pomeroy Ltd., Montreal. 


METAL, MONEL 

International Nickel Co. of Canada Ltd., Toronto. 
METAL CRAFT AND JEWELERY 

Lewis Craft Supplies Ltd., Toronto. 
METAL FURNITURE 


Dominion Metalware Industries Ltd., Long Branch, Ont. 
T. Eaton Co., Ltd., Toronto. 

Gilbert Surgical Supply Co., Toronto. 

Metal Craft Co., Ltd., Grimsby, Ont. 

Metal Fabricators Ltd., Tillsonburg, Ont. 

Simmons Limited, Montreal. 


METAL POLISH 
Thomas Gibson & Co., Ltd., Toronto. 


MICROSCOPES 
Walter A. Carveth, Limited, Toronto. 


MICROTOMES 
International Equipment Co., Boston, Mass. 


MILK FOODS 


Allen & Hanburys Co., Ltd., Lindsay, Ont. 
“Junket” Brand Foods, Toronto. 
J. H. Stafford Industries, Ltd., Toronto. 


MIRRORS 
Hobbs Glass Ltd., London, Ont. 
Pilkington Glass, Limited, Toronto. 


MIXING MACHINES 


G. S. Blakeslee & Co., Ltd., Toronto. 
General Steel Wares, Ltd., Toronto. 
Hobart Mfg. Co., Ltd., Toronto. 
Robert Simpson Co, Ltd., Toronto. 
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MONEL METAL 
International Nickel Co. of Canada, Ltd., Toronto. 


MOTH REPELLANTS 

Merck & Co., Limited, Montreal. 

West Disinfecting Co., Ltd., Montreal. 
MOTORS, ELECTRICAL 

Canadian Fairbanks-Morse Co., Ltd., Montreal. 


MOUTH WIPES 
Bauer & Black Division of the Kendall Co. (Canada) 
Ltd., Toronto. 
A. Guinness & Co., Toronto. 
Johnson & Johnson Ltd., Montreal. 
Victoria Paper & Twine Co., Ltd., Toronto. 


NAMES, WOVEN 
J. & J. Cash, Inc., Belleville. 
CorDest Garments, Ltd., London, Ont. 


NARCOTICS 


Allen & Hanburys Co., Ltd., Toronto, Ont. 
Mallinckrodt Chemical Works, Ltd., Montreal. 
Merck & Co., Ltd., Montreal. 


NEEDLE HOLDERS 


Clay-Adams Co. Inc., New York, N.Y. 
Cutter Laboratories, International, Toronto. 


NEEDLES, HYPODERMIC 


Becton, Dickinson & Co., Rutherford, N.J. 
Clay-Adams Co., Inc., New York. 
Gilbert Surgical Supply Co., Toronto. 
Ingram & Bell, Ltd., Toronto. 


NICKEL 
International Nickel Co. of Canada, Ltd., Toronto. 


NIPPLES, BABY BOTTLE 


Seamless Rubber Co., New Haven, Conn. 
Sterling Rubber Co., Ltd., Guelph, Ont. 


NORMAL HUMAN PLASMA 
Cutter Laboratories, International, Toronto. 
J. F. Hartz & Co., Ltd., Toronto. 


NURSERS, BABY 
Seamless Rubber Co., New Haven, Conn. 


NURSES CALL SYSTEMS 
Edwards of Canada, Ltd., Montreal. 
Electro-Vox, Inc., Montreal. 
International Business Machines Co. Ltd., Toronto. 


NURSING SCHOOL EQUIPMENT 
Clay-Adams Co., Inc., New York. 


NURSING SCHOOL FORMS 
Physicians’ Record Co., Chicago, Ill. 


NUTRITIONAL PRODUCTS 
Canada Starch Co., Ltd., Montreal. 
Merck & Co., Ltd., Montreal. 
E. R. Squibb & Sons of Canada, Ltd., Toronto. 
John Wyeth & Brother (Canada), Ltd., Windsor. 


OBSTETRICAL PHANTOMS 
Clay-Adams Co., Inc., New York. 


OBSTETRICAL TABLES 


American Sterilizer Co., Erie, Pa. 

Fisher & Burpe, Ltd., Winnipeg, Man. 
Gilbert Surgical Supply Co., Toronto. 

J. F. Hartz Co., Limited, Toronto. 

Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators Ltd., Tillsonburg, Ont. 
Scanlan-Morris Co., Madison, Wis. 
Shampaine Co., St. Louis, Mo. 

The Stevens Companies, Toronto. 


OCCUPATIONAL THERAPY MATERIALS—TOOLS 
Crescent Surgical Sales Co., Inc., New York, N.Y. 
Lewis Craft Supplies, Toronto. 
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PROVIDE THESE OUTSTANDING BENEFITS 


There are two sound reasons why 
all over Canada hospitals of every 
size are specifying ‘“Dunlopillo” 
Latex Foam Mattresses: 


For patient welfare: “Dunlopillo” 
Mattresses are cool, non-allergic 
and moth and vermin-proof. Asepti- 
cally clean, self-ventilating, they 


1. Contribute to patient 
welfare by promoting 
maximum rest and re- 
laxation. 


2. Help Hospital Budgets 
by reducing maintenance 
costs. 


contribute importantly to patients’ 
rest and comfort. 


For Hospital economy: Light in 
weight, easy to handle, “Dunlopillo” 
Mattresses resist wear and tear, re- 
tain shape indefinitely and remain 
buoyant, resilient and efficient over 
years and years of service. 


For further details of “Dunlopillo” Mattresses and other Latex Foam products, phone or write 
your nearest Dunlop Branch, Hospital Supply House or contract department of any Departmental Store. 


FOUNDERS OF THE LATEX FOAM 


INDUSTRY 
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OCCUPATIONAL THERAPY INSTRUCTION BOOKS 
Lewis Craft Supplies, Toronto. 


OFFICE SUPPLIES 
Ditto of Canada, Limited, Toronto. 


OILS, BABY 
J hb & J Tah 


Ltd., Montreal. 
E. R. Squibb & Sons of Canada, Ltd., Toronto. 


OILS, COOKING and SALAD 
Canada Starch Co., Ltd., Montreal. 


OIL CLOTH, TABLE AND FLOOR 
Dominion Oilcloth & Linoleum Co., Ltd., Montreal. 
T. Eaton Co., Ltd., Toronto. 
Robert Simpson Co. Ltd., Toronto. 


OPERATING TABLE PADS 
Dunlop Tire & Rubber Goods Co., Ltd., Toronto. 


OPERATING ROOM EQUIPMENT 


American Sterilizer Co., Erie, Pa. 
Becton, Dickinson & Co., Rutherford, N.J. 
B. O. P., Montreal. 

Casgrain & Charbonneau, Ltée., Montreal. 
Castle, Wilmot Co., Rochester, N.Y. 
Down Bros. and Mayer & Phelps, Ltd., Toronto. 
Fisher & Burpe, Ltd., Winnipeg. 

J. F. Hartz Co., Ltd. Toronto. 

Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators Ltd., Tillsonburg, Ont. 
Scanlan-Morris Co., Madison, Wis. 
Shampaine Co., St. Louis, Mo. 


OVENS, BAKING AND ROASTING 
General Steel Wares, Ltd., Toronto. 
Moffats, Limited, Weston, Ont. 

S. H. Newman Co. Ltd., Toronto. 
Pendrith Machinery Co. Ltd., Toronto. 
Wrought Iron Range Co., Ltd., Toronto. 


OVERTHROWS, WOOL 
Ayers Limited, Lachute Mills, Que. 
Textile Products Co., Ltd., Toronto. 


OXYGEN 
Canadian Liquid Air Co. Ltd., Montreal. 
Dominion Oxygen Co., Ltd., Toronto. 
Ohio Chemical Canada, Ltd., Toronto. 


OXYGEN ANALYZER 
Canadian Liquid Air Co. Ltd., Montreal. 
Dominion Oxygen Co., Ltd., Toronto. 


OXYGEN TENTS 
Ohio Chemical Canada Ltd., Toronto. 


OXYGEN THERAPY EQUIPMENT 
B. O. P., Montreal. 
Canadian Liquid Air Co. Ltd., Montreal. 
Dominion Oxygen Co., Ltd., Toronto. 
Fisher & Burpe, Ltd., Winnipeg. 
J. F. Hartz Co., Limited, Toronto. 
O.E.M. Corporation, East Norwalk, Conn. 
Ohio Chemical Canada, Ltd., Toronto. 


PADLOCKS 
Corbin Lock Co. of Canada, Limited, Belleville, Ont. 





Dudley Lock Div. United Carr Fastener Co., of Canada, 


Ltd., Toronto. 


PAILS—ENAMELLED, GALVANIZED, WOODEN 
General Steel Wares, Ltd., Toronto. 


PAINTS 
T. Eaton Co., Ltd., Toronto. 


Hobbs Glass, Ltd., (Pittsburgh Paint Div.), London, Ont. 


International Varnish Co. Ltd., Toronto 
S. C. Johnson & Son, Ltd., Brantford, Ont. 
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PAINTS, INDUSTRIAL 
Crane Limited, Montreal. 
International Varnish Co. Ltd., Toronto 


PAPER BUTTER CHIPS, SOUFFLES, BAKING CUPS 
A. Guinness & Co., Toronto. 
Hygiene Products Ltd., Dorval, Que. 


a’ Cu 7 ape I Limited, Toronto. 
ood & Co., Limited, Toronto. 


PAPER CUPS, MEDICINE 


Dixie Cup Co. (Canada) Ltd. 
Lily Cups, Limited, Toronto. 


PAPER DRINKING CUPS 
Dixie Cup Co. (Canada) Ltd., Brampton, Ont. 
Globe Envelopes, Ltd., Toronto. 
Hygiene Products Ltd., Dorval, Que. 
Lily Cups, Limited, Toronto. 
Victoria Paper & Twine Co., Ltd., Toronto. 
G. H. Wood & Co., Ltd., Toronto. 


PAPER GOOD 
Doilies, Tra¥ Covers, etc. 


E. B. Eddy Company, Hull, Que. 

A. Guinness & Co., Toronto. 

Hygiene Products Ltd., Dorval, Que. 
Victoria Paper & Twine Co., Ltd., Toronto. 
G. H. Wood & Co., Ltd., Toronto. 


PAPER, STATIONERY 
E. B. Eddy Company, Hull, Que. 


PAPER TOWELS—TOILET TISSUES 


Dustbane Products Ltd., Ottawa. 

E. B. Eddy Company, Hull, Que. 

Hygiene Products Ltd., Dorval, Que. 

Pacific Mills, Ltd., Vancouver. 

Victoria Paper & Twine Co., Ltd., Toronto. 
West Disinfecting Co., Ltd., Montreal. 

G. H. Wood & Co., Ltd., Toronto. 


PAPER, WAXED 


A. Guinness & Co., Toronto. 
Victoria Paper & Twine Co., Ltd., Toronto. 


PARTITIONS 


Plastic Blocks 
Armstrong Cork Canada, Ltd., Montreal. 
Sanitary, Cubicle 
Arborite Co., Ltd., Montreal. 
Canadian Johns-Manville Co. Ltd., Toronto. 
Metal Craft Co. Limited, Grimsby, Ont. 
Office Specialty Mfg. Co., Ltd., Newmarket, Ont. 
Pilkington Glass, Limited, Toronto. 
Surgical Supplies (Canada). Ltd., Toronto. 
Westeel Products Ltd., Toronto 


PARENTERAL SOLUTIONS 
Abbott Laboratories Ltd., Montreal. 
Baxter Laboratories of Canada, Ltd., Acton, Ont. 
Cutter Laboratories, International, Toronto. 
Hoffmann-La Roche Limited, Montreal. 
Ingram & Bell, Ltd., Toronto. 
Ohio Chemical Canada, Limited, Toronto. 
Parke, Davis & Co., Ltd., Walkerville, Ont. 
John Wyeth & Brother (Canada), Ltd., Windsor. 


PARENTERAL SOLUTION PREPARATION EQUIPMENT 


Macalaster Bicknell Co., Cambridge, Mass. 
The Stevens Companies, Toronto. 


PENICILLIN AND ALLIED PRODUCTS 


Cutter Laboratories, International, Toronto. 
Gilbert Surgical Supply Co., Toronto. 

Merck & Co., Ltd., Montreal. 

Parke, Davis & Co., Ltd., Walkerville, Ont. 
Chas. Pfizer & Co., Inc., New York, N.Y. 

E. R. Squibb & Sons of Canada, Ltd., Montreal. 
John Wyeth & Brother (Canada) Ltd., Windsor. 
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4.WITHOUT A KIDNEY ELEVATOR 


Low Kidney Position — 
32 inch minimum height 
ot crest of break. 


low Reflex Ab- 
dominal position— 
from Kidney Posi- 
tion with one hand- 
wheel! 


5 unusually LOW Operating 


Field in ALL Table Positions 


The S-1506 Hermann Major Operating Table combines 
surgical research and engineering skill to provide the 
following unique features never before available on a 
single Operating Table: 


Extreme Kidney Position of 135° at minimum 32” height 
eliminates need of kidney elevator and footstool—provides 
complete body support to extremities. 


Closure of Incision for Suturing is facilitated by single-control 
ne any ee ee adjustment from kidney to reflex abdominal positions. 

ideal for brain and ‘ : 

EENT work. Low 90° Chair Position at 26” minimum height—ideal for 


neuro and EENT surgery. 


Head End Controi of most important adjustments by the anes- 
thetist. No visual indicators to be obscured beneath the drapes. 


Eleven Inch Hydraulic Height Adjustment 


Investigate all the advantages of the Shampaine Hermann 
Table before equipping your next operating room. 


SHAMPAINE CO. saint cours Tnissour 
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Pillow Cases 
Bed Spreads, Blankets, 
Towels, Towellings 
Factory Cottons, Duck 
Draperies 


Linens of all kinds 


CO., LIMITED 


710 BLOOR ST. W.  - - TORONTO 


The modern dinnerware molded of MELMAC 


Proved by years of service in leading 
restaurants, schools and institutions. 


Lae 


Au popular service pieces designed for 
standerd portions. In 8 gleaming colors. 


Through your jobber or write— 
INTERSTATE SALES AGENCY - Galt, Ontario | 


Phone—W. G. Bellmore—2461 


(We will pay phone or wire charges) 


PENICILLIN AEROSOL APPARATUS 
Canadian Liquid Air Co. Ltd. Montreal. 


PETROLEUM JELLY GAUZE DRESSINGS 
Smith & Nephew, Ltd., Montreal. 


PHANTOMS “OB” 
Clay-Adams Co., Inc.. New York, N.Y. 


PHARMACEUTICALS 
Abbott Laboratories Ltd. Montreal. 
Cutter Laboratories, International, Toronto. 
Denver Chemical Mfg. Co. Montreal. 
J. F. Hartz Co., Limited, Toronto. 
Hoffmann-La Roche Limited, Montreal. 
Ingram & Bell, Ltd., Toronto. 
Mallinckrodt Chemical Works, Ltd., Montreal. 
Merck & Co., Ltd., Montreal. 
Parke, Davis & Co., Ltd., Walkerville, Ont. 
Riker Pharmaceuticals Co. Ltd., Toronto. 
E. R. Squibb & Sons, of acg Ltd., Toronto. 
The Stevens Companies, Toron 
John Wyeth & Brother Canada), Ltd., Windsor. 


PHOTOGRAPHIC SUPPLIES 
Canadian Kodak Co., Ltd., Toronto. 


PHYSICAL THERAPY APPARATUS 
Burdick Corporation, Milton, Wis. 
Burke Electric & X-Ray Co., Ltd., Toronto. 
Casgrain & Charbonneau, Ltée., Montreal. 
Ferranti Electric Ltd., Mt. Dennis, Ont. 
Fisher & Burpe, Ltd., Winnipeg. 
General Electric X-Ray Corporation Ltd., Toronto. 
Philips Industries, Ltd. Montreal. 
Vollrath Company, Sheboygan, Wis. 
X-Ray and Radium Industries, Ltd., Toronto. 


PICKLES 
H. J. Heinz Co. of Canada, Ltd., Toronto. 


PILLOWS 


T. Eaton Co., Ltd., Toronto. 

G. A. Hardie & Co., Ltd., Toronto. 
Hotel & Hospital Supply Co., Toronto. 
Robert Simpson Co. Ltd., Toronto. 
Simmons Limited, Montreal. 

Textile Products Co. Ltd., Toronto. 


PIPE 
Brass, Copper, Iron, Steel 
Crane Limited, Montreal. 


PLASMA 


Baxter Laboratories of Canada, Ltd., Acton, Ont. 
Cutter Laboratories, International, Toronto. 


PLASMA THAWING BATHS 
Cutter Laboratories, International, Toronto. 
Vendall Limited, Toronto. 


PLASMA PROCESSING EQUIPMENT 
Baxter Laboratories of Canada, Ltd., Acton, Ont. 


PLASTER OF PARIS 
Bauer & Black Division of the Kendall Co. (Canada) 
Ltd., Toronto. 
Johnson & Johnson, Ltd., Montreal. 
Merck & Co., Ltd., Montreal. 
Smith & Nephew, Ltd., Montreal. 


PLASTIC DISHES 


Interstate Sales Agency, Galt, Ont. 
Stevens Companies, Toronto. 
Glenn S. Woolley & Co., Toronto. 


| PLASTIC LAMINATES 
Arborite Co., Ltd., Montreal. 
Arnold Banfield & Co., Ltd., Oakville, Ont. 
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Soe. 


PLONET 


TRADE MARK 


PETROLEUM sei.y GAUze DRESSING 


Jelonet (tulle gras) is an improved, non-adhesive, open mesh gauze dressing 
thoroughly and evenly impregnated with petroleum jelly containing one per 
cent Balsam of Peru. 


It is indicated as a dressing for skin grafts and in the treatment of wounds, 
burns, compound fractures, etc. When used as a dressing for shallow wounds 
or skin grafts its unique “ventilating” character provides optimum conditions 
for the delicate epithelium or transplanted grafts. Used to protect the skin 
surrounding wounds it prevents secondary dermatitis caused by irritating 





discharges. 


Jelonet is sterilized ready for use and is available in tins of 36 ready-cut pieces 
(334” x 334”) or in tins of 8 yards continuous strips or in cartons of 12 pieces 
(334” x 334”) each piece in a sealed envelope and sterilized individually. 


SMITH & NEPHEW LID. 


2285 PAPINEAU AVENUE, MONTREAL (24), P.Q. 


Made in England by the makers of “Elastoplast’ and “Gypsona” 


T. J. SMITH & NEPHEW [TD., HULL 
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MUSICAL PROGRAMMES 
CENTRALIZED SOUND SYSTEM 


ELECTRO-VOX system transmits entertainment pro- 
grammes to hospital patients or to the staff, 
4 programmes broadcast simultaneously: radio play- 
lets by recordings or direct broadcast . . . by 
microphone installed in chapel, assembly hall, etc. 
Selection of reproducers—for the patients’ rooms— 
choice of portable speakers, mono-phone, stethoscope 
type, and pillow speakers. Also fixed speakers in 
solaria, rest-rooms and dining rooms. All reproducers 
have programme selectors and volume controls. 


No special technical knowledge required. The pro- 
grammes and the hours of broadcasting are con- 
trolled by the hospital supervisor. 


Nation-wide ELECTRO-VOX has factory-trained 
installers and service men, a policy of undivided re- 


sponsibility. 


MAIL THE COUPON FOR FULL DETAILS 








Clcto Vox Puce. 


2222 Ontario St. East Montreal, Que. 


Please send the facts on how ELECTRO-VOX may be of vast 
service in an institution. 


NAME OF HOSPITAL 
ATTENTION OF 
PROVINCE 
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PLASTICS—OCCUPATIONAL THERAPY 


Arborite Co., Ltd., Montreal. 
Lewis Craft Supplies Ltd., Toronto. 


PLASTICS, WALL AND FURNITURE COVERING 
Paul Collet & Ce., Ltd., Montreal. 
PLASTERERS’ SUPPLIES 
Cresswell Pomeroy Ltd., Montreal. 
Channels and Corner Beads 
Cresswell Pomeroy Ltd., Montreal. 
PLATES, PUSH and KICK 


Arborite Co., Ltd., Montreal. 
Corbin Lock Co. of Canada, Ltd., Belleville, Ont. 


PLUMBING FIXTURES 


Enameled, Iron and Vitreous China 
Crane Limited, Montreal. 
PLUMBING—PIPE 


Canadian Fairbanks-Morse Co., Ltd., Montreal. 
Crane Limited, Montreal. 


PORCELAIN ENAMELED WARE, SURGICAL 


General Steel Wares, Limited, Toronto. 
Vollrath Company, Sheyboygan, Wis. 


| POTATO PEELING MACHINES 


G. S. Blakeslee & Co., Ltd., Toronto. 

General Steel Wares, Ltd., Toronto. 

Hobart Mfg. Co., Ltd., Toronto. 

Robert Simpson Co. Ltd., Toronto. 

Toledo Scale Co. of Canada, Ltd., Windsor, Ont. 
Wrought Iron Range Co., Ltd., Toronto. 


| PRESSES, WEARING APPAREL 


Canadian Laundry Machinery Co., Ltd., Toronto. 


| PROTEIN HYDROLYSATE 


Baxter Laboratories of Canada, Ltd., Acton, Ont. 


| PUDDING POWDERS 


Gibbons Quickset Desserts, Toronto. 
S. Gumpert Co. of Canada, Ltd., Toronto. 
“Junket” Brand Foods, Toronto. 


| PULLS, DOOR 


Corbin Lock Co. of Canada, Ltd., Belleville, Ont. 


| PUMPS, MEDICAL 


American Cystoscope Makers, Inc., New York. 


| PUMPS, ALL TYPES 


Canadian Fairbanks-Morse Co., Ltd., Montreal. 


| PUMPS, CIRCULATING 


S. A. Armstrong, Limited, Toronto. 


| RADIATORS 


Crane Limited, Montreal. 


RADIATORS, CONVECTOR TYPE 
Trane Co. of Canada Ltd., Toronto. 


| RADIO RECEIVING EQUIPMENT 


Pillow and Standard Sets 


Canadian Marconi Co., Limited, Montreal. 
Electro-Vox, Inc., Montreal. 


RADIUM AND ACCESSORIES 
X-Ray & Radium Industries, Limited, Toronto. 


RADIUM MEASURING INSTRUMENTS 
X-Ray & Radium Industries, Ltd., Toronto. 


RANGES: COOKING 
Bell, Rinfret & Co., Ltd., Montreal. 
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Tempting 
RENNET DESSERTS 


for patients unable to take milk 


2 
Your patient’s aversion ? 


to milk through personal wa \ 
dislike or necessity can be € . ! 

overcome with delicious CS : } 
rennet desserts. Brighten , 


monotonous diets with this 
eggless rennet-custard— 


ac ahi a jm) | Hot Water Heating Equipment 


tional food value of milk in 


sn sails Gini Cons : For All Building Heating and Domestic 
‘ Water Requirements 


With an ARMSTRONG FORCED HOT WATER 
“Junket”’ is the trade-mark in Canada HEATING SYSTEM You Obtain Sane 


of Chr. Hansen’s of Canada, Ltd. for 
its rennet and other food products. 


AVAILABLE IN SIX DELICIOUS FLAVOURS 





Desired Room Temperatures! 


JUNKET TR ec onennane 
Oe ee ee eg ies inmeciate response t 
p @) “ee D - R . -_* = all heat demands .. . Build- 


ings zoned for individual 
heat control. 














Lower Fuel Costs! 








Overheating eliminated— 
The right supply of heat— 
where you want it, when 





you want it—means greater 
fuel economy. 


With ARMSTRONG INDIRECT WATER HEATERS You 
Obtain. ... 


Ample Service Water! 
hy Beauty Bonded ‘ Instantly available — day 
i . p |! ORMICa & ’ +} Y or night—to take care of 


sais Glass and Dish Washing, 
, , ee : > Laundry and other needs. 


: 
ie -§ 

The Sick Children’s Hospital in Toronto uses Formica* topped 
tables in the main dining room. This is just one of the many 


Formica applications in the finest hospital of its kind in North 
America. *Trade Mark. 








Installation by Eaton's of Canada 


ooo! lain 
BANFIELD company limited “~~~ 


TORONTO + OAKVILLE - MONTREAL 
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MAIN DINING ROOM 
SERVING COUNTER IN 


: “ Canadian General Electric Co. Ltd., Toronto. 
iiss avon Frigidaire Products of Canada Ltd., Leaside, Ont. 
<i General Steel Wares, Ltd., Toronto. 
a 7 , sis Kitchen Installations, Ltd., Ajax, Ont. 


Moffats Limited, Weston, Ont. 

Robert Simpson Co. Ltd., Toronto. 
Superior Electrics, Ltd., Pembroke, Ont. 
Wrought Iron Range Co., Ltd., Toronto. 


REAGENT LABORATORY CHEMICALS 


Canadian Laboratory Supplies, Ltd., Toronto. 
Denver Chemical Mfg. Co., Montreal. 

Merck & Co., Ltd., Montreal. 

Starkman Biological Laboratory, Toronto. 


RECORD SYSTEMS 
Ditto of Canada, Limited, Toronto. 
Hospital & Medical Records, Toronto. 
Office Specialty Mfg. Co. Ltd., Newmarket, Ont. 
Physicians’ Record Co., Chicago, Ill 
Remington Rand Limited, Toronto. 


N EW HOSPITAL REFRIGERATORS 
FO R SICK CH I LDR E N — Cork, Canada Ltd., Montreal. 


Monufocturers of st steel t for Canadian _ mo tg Co., psa “docaeee 
. . Mtge Cutter Laboratories, International, Toronto. 
the preperation, cooking and serving of food. . . Frigidaire Products of Canada, Ltd., Leaside, Ont. 
laboratory equipment . . . Style Chef Coffee Edward Milner Co., Ltd., Toronto. 
* urns _ . . food conveyors . . . heated tray trucks Interstate Sales Agency, Galt, Ont. 
. . . EAS-E-INSTALL* stainless steel sinks. Universal Cooler Co. Ltd., Brantford, Ont. 


*Trade Mark 





REFRIGERATORS 


KITCHEN INSTALLATIONS, LTD. frauen Cos. nage i a. 
‘anadian Ice Machine Co., ., Toronto. 
AJAX, ONTARIO MONTREAL, QUEBEC Canadian General Electric Co. Ltd., Toronto. 
Frigidaire Products of Canada, Ltd., Leaside, Ont. 
| General Steel Wares Ltd., Toronto. 
Edward Milner Co., Ltd., Montreal. 


NOW—IN CANADA | Mottats Limited, Weston, Ont. 


aan Universal Cooler Co. Ltd., Brantford, Ont. 
it’s the | Vendall Limited, Toronto. 


REFRIGERATING MACHINERY 
JEWETT | Canadian Ice Machine Co. Ltd., Toronto. 


BLOOD BANK tren ces abrasions ome” 


REFRIGERATOR "01" mite’ Toronto. 


REFRIGERATION 


SPECIFICATIONS Plasma Storage 

Height 7'6", Diameter 37” Cutter Laboratories, International, Toronto. 
Will pass through 35° wide Frigidaire Products of Canada, Ltd., Leaside, Ont. 
door opening. Universal Cooler Co. Ltd., Brantford, Ont. 
Capacity 300 c. c. 450 
Capacity 600 c. c. 320 REPAIRS, SURGICAL INSTRUMENTS 
Capacity 1000 c.c. .....150 Fisher & Burpe, Ltd., Winnipeg. 
Finish: Exterior and Interior Gilbert Surgical Supply Co., Toronto. 

Steel-Gilver stipple J. F. Hartz Co., Limited, Toronto. 
Insulation: 3 inches Fiber- 


glas, hydrolene sealed. RESECTOSCOPES 
Door: 3 thick: , plate | s 
pony rane “luminated, American Cystoscope Makers, Inc., New York. 


both sides, entire length Gilbert Surgical Supply Co., Toronto. 
with white neon tubing. 


com rociri, SS S*™ | RESUSCITATORS, ASPIRATORS 
pesnetediy. Sested. J. F. Hartz Co., Ltd., Toronto. 
*Raaey re eae (Rag O.E.M. Corporation, East Norwalk, Conn. 
Shipping weight—1050 Ibs. Ohio Chemical Canada, Limited, Toronto. 
Alarm device optional. The Stevens Companies, Toronto. 
7 Rey Recording Thermom- | RINGS AND PILLOWS, RUBBER 
: Dunlop Tire & Rubber Goods Co., Ltd. Toronto. 
Phone or Wire Collect Viceroy Mfg. Co., Ltd., Toronto. e 


Galt—Phone 2461 
ROOM HEATERS 


INTERSTATE | Superior Electrics Ltd., Pembroke, Ont. 
SALES AGENCY | RUBBER FLOORING 


(W. G. Bellmore) Armstrong Cork Canada, ~ Montreal. 
GALT ONTARIO | Thomas Gibson & Co., Ltd., Toronto. 
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SUPERIOR 


ELECTRIC TOASTERS 


Trouble Free — Non Automatic 
FOR CONTINUOUS DUTY FOR COMMERCIAL PURPOSES. 


No. 127H 9-slice Toaster 
GUARANTEED AND APPROVED 


Switches are concealed and protected from the heat. Each 
element and switch can be removed and replaced indepen- 
dently of the others—quickly. 


MADE IN THREE SIZES 
No. 124H—3 slice, 1760 watts, 110 volts, 2 wire 
No. 126H—6 slice, 3080 watts, 110/220 volts, 3 


wire 
No. 127H—9 slice, 4400 watts, 110/220 volts, 3 
wire 
Bread is toasted on both sides at once. On the 2 larger 
sizes either /2 of the toaster can be operated alone. 


Still Shipping Promptly 


ELECTRIC GRIDDLE 


Automatic Heat Control—150° to 550° F. 


For Continuous Duty Commercial Purposes. 


No. 153—4000 watts—220/230 volts—z2 wire. 
Machined heavy grey iron cooking surface 18” x 


18” with grease gutters and hole for connection 
to waste pipe. Finish— 


Grease gutters & edges of casting: hi-heat alumina. 
Body: genuine chromeplate over nickel. 
Shipping weight — 110 Ibs. 
Now Shipping Promptly 

A wonderful device for many cooking 

purposes. Guaranteed and approved. 
We also manufacture Urn Heaters, Room Heaters, Water 
Tank Heaters, Standard and Heavy Pressing Irons, Heavy 


Duty Hot Plates, etc. 
Made by 


SUPERIOR ELECTRICS LIMITED 
PEMBROKE ONTARIO 


Manufacturers and Exporters 





“To have played such an important 
part in contributing to the 
welfare of children is truly a great 
privilege.” 
The Edward Milner Co. Ltd. 


We supplied several reach-in refrigerators 
but the one most widely talked about was the 
refrigerator installed in the milk laboratory. 

It's purpose, is a temporary storage for baby 
formulae after preparation and before being 
distributed to the wards. 

Because of the constant usage and resultant 
high traffic it was decided to build the refriger- 
ator in the wall of the milk lab with doors on 
both sides, i.e., in the lab and in the adjoining 
corridor. This enabled removal of the formulae 
without entering the lab or interferring with 
the work of those in the lab. 

The efficiency of this plan was further in- 
creased with the installation of automatic 
dumb waiters in the corridor which are used 
to carry the formulae away to the wards. 

Again, because of continual usage, special 
consideration was given by the architects and 
engineers to the type of hardware used. Thru- 
the-door latch hardware, an exclusive feature 
in Canada with Milner, was chosen for its 
proven performance and ease of operation. 

Stainless steel does not chip or mark and 
is easily cleaned and for the utmost in sanita- 
tion was used both inside and out. 

A lamp in each compartment operates auto- 
matically with the door to provide ample light 
to users. 

The finished project with a capacity for over 
5,000 baby bottles proved to be the ultimate in 
design and construction and promises to give 
the staff of the Sick Children’s Hospital many 
years of efficient and trouble free operation. 


THE EDWARD MILNER CO. 


LIMITED 


COMMERCIAL REFRIGERATORS 


311 PHARMACY AVE., TORONTO 13, ONTARIO 
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STERLING GLOVES esq 7 THE BUYERS DIRECTORY 


| RUBBER GLOVES 

Fisher & Burpe, Ltd., Winnipeg. 
Seamless Rubber Co., New Haven, Conn. 
Sterling Rubber Co., Ltd., Guelph, Ont. 

| RUBBER MARKING INK 

Applegate Chemical Co., Chicago, Ill. 


e e ° RUBBER SHEETING 
Good Fit at the Fingertips, Canadian General-Tower Ltd., Galt, Ont. 
Textile Products Co., Ltd., Toronto. 


Palm and Wrist RUBBER SUNDRIES 


Armstrong Cork Canada, Ltd., Montreal. 
anes : F Clay-Adams Co., Inc., New York. 
Specialists in Surgeons’ Gloves Dunlop Tire & Rubber Goods Co., Ltd., Toronto. 


for over 38 years. 


Seamless Rubber Co., New Haven, Conn. 
The Stevens Companies, Toronto. 
Viceroy Mfg. Co., Ltd., Toronto. 


RUGS, TRAVELLING 
Ayers, Limited, Lachute Mills, Que. 


STERLING)  Biiien Gs, ta MToronts 


RUBBER CO. | sres 


Office Specialty Mfg. Co., Ltd., Newmarket, Ont. ~ 
LIMITED Remington Rand Limited, Toronto. 
GUELPH - ONTARIO J. & J. Taylor Co., Ltd., Toronto. 
| SANITARY NAPKINS 
The STERLING trade-mark on | Bauer & Black Division of the Kendall Co. (Canada) 
Rubber Goods guarantees all that | Ltd., Toronto. 


the name implies. | Johnson & Johnson Ltd., Montreal. 
G. H. Wood & Co., Ltd., Toronto. 


| SCALES, WEIGHING 
Berkel Products Co. Ltd., Toronto. 
Canadian Fairbanks- Morse Co., Ltd., Montreal. 
Toledo Seale Co. of Canada, Limited, Windsor, Ont. 


VAULT DOOR NS ee oe ae ae 
New Sick Childrens Hospital || scaurex suanes 


Bard-Parker Co., Inc., Danbury, Conn. 
Crescent Surgical Sales Co., Inc., New York, N.Y. 
Down Bros. and Mayer & Phelps, Ltd., Toronto. 


SCISSORS, SURGICAL 
Bland & Co., Ltd., Montreal. 
Gilbert Surgical Supply Co., Toronto. 
J. F. Hartz Co., Limited, Toronto. 
SCREENS, BEDSIDE 
Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators Ltd., Tillsonburg, Ont. 
Robert Simpson Co. Ltd., Toronto. 
Shampaine Co., St. Louis, Mo. 
Simmons Limited, Montreal. 
Surgical Supplies (Canada) Ltd., Toronto. 


BUILT BY TAYLOR SCREENS, WINDOW 
Protects Rolscreen Co., Pella, Iowa. 
HOSPITAL’S VITAL RECORDS SEATS, TOILET 
NARCOTICS meee CASH Crane Limited, Montreal. 
Special Safe and Vault Equipment built for Viceroy Mfg. Co., Ltd., Toronto. 
particular requirements. SERVING TRAYS, PLASTIC 
BE SAFE — BUY SAFE Arnold Banfield & Co., Ltd., Toronto. 


A. R LIMITED Seeder taiemaineen sin 
oo chy si Kitchen Installations, Lid Ajax, Ont 


ESTABLISHED 1855 SHEETS, BED 
TORONTO - MONTREAL - WINNIPEG - VANCOUVER Bland & Co., Ltd., Montreal. 


Sales and Service Dominion Textile Co., Ltd., Montreal. 
Lac-Mac Limited, London, Ont. 
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Today, in the medical centre of a large 
western university, when patients cannot 
be easily moved to a weighing scale for 
daily weight checking . . . the problem 


is solved by taking the new Toledo Hos- 
pital Scale to the patient! 
The Toledo Hospital Scale has its weigh- 


ing platform at bed height (33”). 
Wheeled alongside the bed, it enables 


‘S TOLEDO MODEL 9898 Hospital Scale! 


an accurate check weighing to be made 
with the minimum of inconvenience and 
risk to the patient’s health. 


Where weight fluctuation is a primary 
indication of health change, this new 
mobile scale provides extremely accurate 
readings to alert the doctor for more 
serious complications. 


DESIGNED FOR MOBILITY 


Ruggedly constructed for constant, trouble-free performance, 
the Toledo Hospital Scale is streamlined for safe mobility wher- 
ever it is used. Finished in spotless white enamel, it is equipped 
with foot-operated brakes on the rubber tired wheels. 


In your hospital, the Toledo Hospital Scale would further increase 
the weighing facilities at all times on all floors. Ask your Toledo 


man for complete details. 


TOLEDO SCALE 
COMPANY OF CANADA 
LIMITED 


WINDSOR 


FEBRUARY, 


ONTARIO 


1951 


SPECIFICATIONS 
Platform size 2’ 0” x 6’ 2”. 


20” double indication dial graduated in 50 kg. x 


50 gram. 


Tare beam: 1242 kg. x 50 gram; capacity beam: 


50 kg. x 10 gram. 
Total capacity 112% kg. 











SHEETS 


meet your quality requirements 


at reasonable cost 


These strong, hard-wearing 
sheets meet the most exacting 
requirements and provide con- 
stant satisfaction year after year. 
They are made to stand up to 
the heavy duty and frequent 
washings of hospital and institu- 
tion service. 

It pays to equip with ‘Tex- 
made” cotton fabrics, sheets, 
pillow slips, flannelette blankets 
and towels. All bear the ‘Tex- 
made” label, all are designed to 
give extra long wear. 


Order through your regular 
wholesaler. 


by 
DOMINION TEXTILE COMPANY 
LIMITED 


Montreal, Canada 


( + THE BUYERS DIRECTORY ~ 


G. A. Hardie & Co., Ltd., Toronto. 
Hotel & Hospital Supply Co., Toronto. 
Robert Simpson Co. Ltd., Toronto. 
Textile Products Co., Ltd., Toronto. 


SHEETING, FOR CASTS 
Dominion Textile Co., Ltd., Montreal. 
Dunlop Tire & Rubber Goods Co., Ltd., Toronto. 
G. A. Hardie & Co., Ltd., Toronto. 
Textile Products Co., Ltd., Toronto. 


SHEETING, FABRIKOID 
Canadian Industries, Ltd., New Toronto. 


SHEETING, RUBBER 
Canadian General-Tower Ltd., Galt, Ont. 
Hygiene Products, Ltd., Dorval, Que. 
Textile Products Co., Ltd., Toronto. 


SHELL CRAFT SUPPLIES 
Lewis Craft Supplies Ltd., Toronto. 


SHELVING, STEEL AND PREFRABICATED 
Office Specialty Mfg. Co., Ltd., Newmarket, Ont. 


SHOES, NURSES 
Clinic Shoe Makers, St. Louis, Mo. 


SHORT WAVE THERAPY APPARATUS 


Burdick Corporation, Milton, Wis. 

B. O. P., Montreal. 

Burke Electric & X-Ray Co., Ltd., Toronto. 
Ferranti Electric Ltd., Mt. Dennis, Ont. 

General Electric X-Ray Corporation Ltd., Toronto. 
X-Ray & Radium Industries, Limited, Toronto. 


SILVER POLISH 
Reckitt & Colman (Canada) Ltd., Montreal. 


SILVERWARE 


Hollow and Flatware 
Bell, Rinfret & Co., Ltd., Montreal. 
British & Colonial Trading Co. Ltd., Toronto. 
Cassidy’s Limited, Montreal. 
McGlashan-Clarke Co., Ltd., Niagara Falls, Ont. 


SINKS, KITCHEN 


Crane, Limited, Montreal. 

General Steel Wares, Ltd., Toronto. 
Kitchen Installations, Ltd., Ajax, Ont. 
S. H. Newman Co. Ltd., Toronto. 

Metal Craft Co., Ltd., Grimsby, Ont. 
Wrought Iron Range Co., Ltd., Toronto. 


SINKS—WASHUP, SERVICE, LAB. 


Crane Limited, Montreal. 
Kitchen Installations, Ltd., Ajax, Ont. 


SKELETONS, SKULLS 
Clay-Adams Co., Inc., New York. 


SLICERS: BREAD, MEAT 
Berkel Products Co., Ltd., Toronto. 
Hobart Mfg. Co., Ltd., Toronto. 


SOAPS, BABY 
Colgate-Palmolive-Peet Co., Ltd., Toronto. 
Thomas Gibson & Co., Ltd., Toronto. 
Huntington Laboratories of Canada, Ltd., Toronto. 
Joh Joh Ltd., Montreal. 

Gordon A. MacEachern, Toronto. 

West Disinfecting Co., Ltd., Montreal. 


SOAPS, CHIP AND POWDERED 


Colgate-Palmolive-Peet Co., Ltd. Toronto. 
Dustbane Products Ltd., Ottawa. 

Thomas Gibson & Co., Ltd., Toronto. 
Stanley Brock, Limited, Winnipeg. 

McKague Chemical Co., Limited, Toronto. 
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here are Z ways 
Js to slice... 


AND Berke? “ 
IN 9 DIFFERENT MODELS 
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Some hospitals like the so-called Gravity 
or Angle-Feed type of Slicer, while others 
prefer the straight or pressure-feed. Each 
has certain advantages, depending upon ~ rE | se lace stitet<n oe 
individual slicing ‘requirements. Bats YT Re, ey EE POSER te 
BERKEL builds not one size and type, but 

a COMPLETE line of Slicers—each one de- 


signed for a particular need—from the 


inexpensive hand-operated machine to the 

Automatic heavy-duty equipment. 

By choosing the right size and right type 

of Slicer you'll save money and get far 

better Slicing results. May we send you 


an illustrated catalogue? QUALITY FOOD MACHINES SINCE 1898 


m view? 
* tt 
Me 4% 


“Se 
ras 


“ 











Berkel Slicers @ Berkel Standard Scales @ Enterprise Meat Choppers @ Enterprise Coffee Mills 


Tendersteak Delicators @ Biro Power Meat and Bone Cutters 


BERKEL PRODUCTS 
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WHAT YOU MAKE ON THE BANANAS | iss3 
YOU LOSE ON THE PEACHES ... | .... nispensERs 


Dustbane Products Ltd., Ottawa. 

Huntington Laboratories of Can. Ltd., Toronto. 
Hygiene Products Ltd., Dorval, Que. 

West Disinfecting Co., Ltd., Montreal. 

G. H. Wood & Co., Ltd., Toronto. 

SOAPS, LIQUID, SCRUB and TOILET 
Colgate-Palmolive-Peet Co., Ltd., Toronto, 
Dustbane Products Ltd., Ottawa. 

Dye & Chemical Co. of Canada, Ltd., Kingston, Ont. 
Thomas Gibson & Co., Ltd., Toronto. 

A. Guinness & Co., Toronto. 

Huntington Laboratories of Can., Ltd., Toronto. 
Gordon A. MacEachern, Toronto. 

West Disinfecting Co., Ltd., Montreal. 

G. H. Wood & Co., Ltd., Toronto. 


| SOAPS, TOILET 


Colgate-Palmolive-Peet Co., Ltd., Toronto. 
Dustbane Products, Ltd., Ottawa. 


When You Use SOAP-STARVED | SOIL PIPE AND FITTINGS 
: Crane Limited, Montreal. 
Washing Formulas ee 
Lord & Burnham Co., Ltd., St. Catharines, Ont. 


Yes, it’s true, the saving you make by | SOLUTION ROOM EQUIPMENT 
using too small an amount of soap in Macalaster Bicknell Co., Cambridge, Mass. 
your washing formulas is soon eaten up SOUND Sustieteonnns 
by time lost on re-washes. And more mee * é 

: Canadian Johns-Manville Co. Ltd., Toronto. 
than that, the overall quality of the work Dominion Sound Equipments Ltd., Montreal. 

ever 

turned out on your equipment is nev | soUP BASES 


up to a satisfactory standard. Foodcraft Laboratories, Ltd., Toronto. 


S. Gumpert Co. of Canada, Ltd., Toronto. 
Check your present formula... get your J. H. Stafford Industries Ltd., Toronto. 


washing formula in balance... check the | 

effectiveness of the soap you are using ae nna gi 
: : . F. Hartz Co., Ltd., Toronto. 

now ... and if you are not entirely Ingram & Bell, Ltd. Toronto. 

satisfied with the results you are getting, 


try Golden XXX Pure soap. 


$x 


Lk eee 
SAHRA 
La. 


EF 


SPLINT PADDING, LATEX FOAM 
Dunlop Tire & Rubber Goods Co., Ltd., Toronto. 


| SPONGES, CELLULOSE 
Golden XXX Pure Soap Canadian Industries, Ltd., Montreal. 


: a ; SPRINGS, WIRE BED 
Medium Titre — Chips or Powder + tenes MG eee, 


Because of its medium titre, Simmons Limited, Montreal. 
Golden XXX washes per- SPUTUM CUPS, PAPER 


fectly in moderate water : 
temperatures. Golden XXX Bauer & Black Division of the Kendall Co. (Canada) 
Ltd., Toronto. 


washes clean and rinses out A. Guinness & Co., Torento 

“ . be ; 
easily at hand temperatures | Hygiene Products Ltd., Dorval, Que. 
—guarantees more satis- Victoria Paper & Twine Co., Ltd., Toronto. 


factory work and fewer =| SPUTUM CUPS, STAINLESS STEEL 
J s | Vollrath Company, Sheboygan, Wis. 


Ask your Colgate | STAINS, REAGENTS, SUPPLIES 
representative to help you Clay Adams Co., Inc., New York, N.Y. 
get your washing formulas Starkman Biological Laboratory, Toronto. 
in balance ... and let him pe 
* show you how Goldea STEAM SPECIALTIES 
XXX Pure soap can save Aiuminam Goode, oe a aan 
o : ; anadian Fairbanks-Morse Co., Ltd., Montreal. 
ess Ragnar: von — Combustion Engineering Corp., Ltd., Montreal. 
y 2 Crane Limited, Montreal. 
Trane Co. of Canada Ltd., Toronto. 


STEAMERS 
COLGATE-PALMOLIVE-PEET COMPANY, LIMITED, lait Aine ii ieee 


64 Colgate Avenue, Toronto, Ontario. Neptune Meters, Ltd., Long Branch, Ont. 
Wrought Iron Range Co., Ltd., Toronto. 
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Quiet reigns in the corridors. Traffic noises are 
absorbed through J-M Sanacoustic Ceilings installed 


throughout. 


One of the elevator foyers in new Hospital for Sick 
Children, Toronto, showing attractive effect of J- 


Sanacoustic Ceiling. 


A FEW OUTSTANDING EXAMPLES 
OF HOSPITALS iN WHICH J-M 
ACOUSTICAL MATERIALS HAVE 
BEEN INSTALLED. 


Sunnybrook Military Hospital, Toronto 
Toronto General Hospital (Wellesley 
Div.), Toronto 

Sudbury General Hospital, Sudbury 
Hamilton General Hospital, Hamilton 
Victoria Hospital, London 
L’Hotel-Dieu de Montmagny, 
Montmagny, P.Q. 

Ste. Thérése Hospital, Shawinigan 
Falls, P.Q. 

Sherbrooke General Hospital, 
ew a es P.Q. 

ewish General Hospital, 

Montreal, P.Q. ; ba 
Royal Victoria Hospital, M4 
Montreal, P.Q. 


JOMNS MANVILLE 


PRODUCTS 
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IS VITAL FOR 
SICK 
CHILDREN 


Johns-Manville Acoustical Materials 
were chosen to keep sound under control 
at the new Hospital for Sick Children. 





The new Hospital for Sick Children in Toronto has been acclaimed 
one of the most modernly constructed and most scientifically 
equipped healing centres in the world, 

In keeping with its complete efficiency throughout, corridors 
are effectively hushed with J-M Sanacoustic Ceilings. 

Sanacoustic Ceilings are made of incombustible, perforated metal 
panels.. These contain an efficient sound-absorbing element which is 
also fireproof. Silence and safety go hand in hand. Finished in 
BAKED ENAMEL, Sanacoustic Ceilings are easily kept to “Hospital 
Clean” standards. And they can be repeatedly painted without 
losing their sound-absorbing properties. For free brochure on “Sound 
Control”, write Canadian Johns-Manville Co., Ltd, 199 Bay Street, 
Toronto. 


Johns-Manville — PIONEERS IN SOUND CONTROL 











STERILIZERS 
American Machine and Metals, Inc., East Moline, IIl. 
American Sterilizer Co., Erie, Pa. 
Becton, Dickinson & Co., Rutherford, N.J. 
B. O. P., Montreal. 


Canadian Laboratory Supplies, Ltd., Toronto. 


has moved ! c7e* Canadian Laundry Machinery Co., Ltd., Toronto. 


Casgrain & Charbonneau, Ltée., Montreal. 
Castle, Wilmot Co., Rochester, N.Y. 
Crane Limited, Montreal. 
J. F. Hartz Co., Ltd., Toronto. 
Fisher & Burpe, Ltd., Winnipeg. 

TO BIGG FR Ingram & Bell, Ltd., Toronto. 

, Ohio Chemical Canada, Ltd., Toronto. 
Scanlan-Morris Co., Madison, Wis. 


The Stevens Companies, Toronto. 
BETTER, Surgical Supplies (Canada), Ltd., Toronto. 
STERILIZER CONTROLS 
Aseptic-Thermo Indicator Co., Los Angeles, Cal. 
PREMISES Smith & Underwood, Diack Controls, Royal Oak, Mich. 
Fisher & Burpe, Ltd., Winnipeg. 


J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 


To Give You Better Service The Stevens Companies, Toronto. 
STERILIZER TABLETS 


Wilmot-Castle Co., Rochester, N.Y. 


STERILIZING SOLUTIONS 
a ‘ Parker, White & Heyl, Inc., Danbury, Conn. 


STILLS, WATER 
American Sterilizer Co., Erie, Pa. 
Canadian Laboratory Supplies, Ltd., Toronto. 


i i isi Casgrain & Charbonneau, Ltée., Montreal. 
You are invited to visit Castle, Wilmot Company, Rochester, N.Y. 


e J. F. Hartz Co., Ltd., Toronto. 
our new location at Ingram & Bell, Ltd., Toronto. 


Scanlan-Morris Co., Madison, Wis. 


The Stevens Companies, Toronto. 
3701 Dundas St., West sictinaats aden 


To ike 9 O } E Smith & Nephew, Limited, Montreal. 
r °o CY, ntario STOKERS, ALL KINDS 


Canadian Fairbanks-Morse Co., Ltd., Montreal. 
Combustion Engineering Corpn. Ltd., Montreal. 
Crane Limited, Montreal. 


° Easy parking STRETCHERS, WHEEL 


Canadian Fairbanks-Morse Co., Ltd., Montreal. 


° s J. F. Hartz Co., Limited, Toronto. 
Attractive showroom Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators Ltd., Tillsonburg, Ont. 
Scanlan-Morris Co., Madison, Wis. 


= 7 7 Shampaine Co., St. Louis, Mo. 
Private reception offices Stnabas Listed, Montreal 
Robert Simpson Co. Ltd., Toronto. 


© Improved stock arrangement STREPTOMYCIN 

Merck & Co., Limited, Montreal. 

Chas. Pfizer & Co., Inc., New York, N.Y. 
SUCTION AND ETHER UNITS 


Canadian. Liquid Air Co. Ltd., Montreal. 
Down Bros. and Mayer & Phelps, Ltd., Toronto. 

* J. F. Hartz Co., Limited, Toronto. 

Ingram & Bell, Ltd., Toronto. 


SURGICAL AND MEDICAL INSTRUMENTS 


Angelica Uniform Co. of Canada, Ltd., Montreal. 
Becton, Dickinson & Co., Rutherford, N.J. 


CANADIAN LABORATORY SUPPLIES |} Sexi Sarno Hi Mri 
LIMITED J. F. Hartz Co.’ Ltd, Toronte. 

Gilbert Surgical Supply Co., Toronto. 
TORONTO WINNIPEG MONTREAL The Stevens Companies, Toronto. 

SURGICAL BLADES 


Bard-Parker Co., Inc., Danbury, Conn. 
Crescent Surgical Sales Co., Inc., New York, N.Y. 
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“THE ASEPTIC TREATMENT OF WOUNDS” 
Walter’s new, highly informative, fully illustrated 
book of vital importance to every 


f 


OPERATING ROOM 
SUPERVISOR 


HOSPITAL 


s\ 
ADMINISTRATOR 


o) 


eoeeeee by Carl W. Walter, M.D. 


Associate Professor of Surgery, 
Harvard University 
Senior Associate in Surgery, 
Peter Bent Brigham Hospital 


This new book can truly be called an atlas of 
the operating room! Simply written and clearly 
illustrated, it presents and explains in a single 





volume the proved, scientific methods used to 
render aseptic the surgeon, his assistants, and 
all the materials that enter into a surgical pro- 
cedure. 

The Wilmot Castle Company offers the 
book as a tribute to the author and an expres- 
sion of the Company's sincere desire to pro- 
mote interest in the development of a more 
rigid and better surgical technique. 

Please use the attached coupon for your 
copies. List price $9.00, special hospital dis- 
count 20%, $7.20 net, postage prepaid. 


HOSPITAL ADMINISTRATORS! 

Your hospital needs 3 copies . . . for the chief 
surgeon, the operating room supervisor and 
your own reference copy. 





“Its contents should be known to 
everyone who takes upon his shoulders 
the responsibility of opening the human 


body.” 
—Ellioll €. Culler 








WILMOT CASTLE CO. 
1176 University Ave. 
Rochester 7, N. Y. 


Please send, postage prepaid, copies of “The Aseptic 
Treatment of Wounds.” List price $9.00 each, special 


hospital discount 20%, $7.20 net. 
0 Check Enclosed © Bill Later 

Name...... : 

Institution 


Address 


IRN oui yoy 
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Here’s a Wallboard 
that’s making History! 


SURGEONS’ AND INTERNS’ CLOTHING 


Angelica Uniform Co. of Canada, Ltd., Montreal. 
\' Bland & Co., Ltd., Mentreal. 
Corbett-Cowley, Ltd., Toronto. 
CorDest Garments, Ltd., London, Ont. 
Lac-Mac Limited, London, Ont. 
Wilkins, Robert C. Co. Ltd., Farnham, Que. 


= | SUTURES 


the versatile plastic laminate that Bauer & Black Division of the Kendall Co. (Canada) 
F Ltd., Toronto, 
can be cleaned with a damp cloth Davis & Geck, Inc., Brooklyn, N.Y. 
: Ingram & Bell, Ltd., Toronto. 
Joh & Joh , Ltd., Montreal. 
Scanlan-Morris Co., Madison, Wis. 





SWABS, COTTON TIP 
Twin-Tips, Ltd., Toronto. 


SWEEPING COMPOUNDS 
Dustbane Products, Ltd., Ottawa. 
H. S. Hunnisett Co., Toronto. 
Gordon A. MacEachern, Toronto. 
MeKague Chemical Co., Limited, Toronto. 
Victoria Paper & Twine Co., Ltd., Toronto. 


SYNTHETIC DETERGENTS 
Colgate-Palmolive-Peet Co. Ltd., Toronto. 


SYRINGES, HYPODERMIC 
Becton, Dickinson & Co., Rutherford, N.J. 
Gilbert Surgical Supply Co., Toronto. 
Ingram & Bell, Ltd., Toronto. 
The Stevens Companies, Toronto. 


SYRUP BASES 
Foodcraft Laboratories, Ltd., Toronto. 


Thi d iced iitteeead aide lity D : SYSTEMS, VISIBLE RECORDS 
ed aired ar o- aced, high quality Decorative Office Specialty Mfg. Co., Ltd., Newmarket, Ont. 
Wallboard is being used increasingly throughout 
Canada in hospitals, laboratories, schools and other ae a OVERBED 
rere Arborite Co., Ltd., Montreal. 
public institutions. Arnold Banfield & Co. Ltd., Oakville, Ont. 
Here are some of the reasons why architects, T. Eaton Co., Ltd., Toronto. ; 
engineers and contractors have become so enthusias- Dominion Metalware Industries Limited, Long Branch. 
tic about Arborite Metal Craft Co., Ltd.. Grimsby, Ont. 
: Metal Fabricators Ltd., Tillsonburg, Ont. 
* Arborite is available in more than 30 en tigi thee 
different colours and surface designs. Robert Simpson Co., Ltd., Toronto. 
e It can be readily installed on the job 
in new or old construction. TABLE COOKERS, ELECTRIC 
Moffats Limited, Weston, Ont. 


¢ It won’t stain or discolour . . . unaffected by Superior Electrics, Ltd, Pembroke, Ont 


grease, oil, alcohol, mild acids and alkalies, 
blood and blood solvents. It’s cigarette- TABLES, LAMINATED TOPS 
proof and wipes clean with a damp cloth. Aahaiiin Co. ‘Ltd Montreal 
e Never needs patching or puinting . . . Arnold Banfield & Co., Ltd., Oakville, Ont. 
won't chip or crack. Available in panels 
4’ x 8’ and 2'6” x 8’. TABLES: OBSTETRICAL, OPERATING 
American Sterilizer Co., Erie, Pa. 
INSIST ON GENUINE ARBORITE | Down Bros. and Mayer & Phelps, Ltd., Toronto. 
IT’S PERMANENT — IT’S BEAUTIFUL! Ingram & Bell, Ltd., Toronto. 
Seanlan-Morris Co., Madison, Wis. 
Shampaine Co., St. Louis, Mo. 
The Stevens Companies, Toronto. 
Surgical Supplies (Canada) Ltd., Toronto. 





ARBORITE Table Top Grade 





Ideal for table tops, counter 
tops in laboratories, sick TABLES, STEAM 
rooms, kitchens, lobbies, rest General Steel Wares, Ltd., Toronto. 
rooms, restaurants, etc. Kitchen Installations Ltd., Ajax, Ont. 

| Metal Craft Co., Ltd., Grimsby, Ont. 
S. H. Newman Co. Ltd., Toronto. 
Robert Simpson Co. Ltd., Toronto. 
Wrought Iron Range Co., Ltd., Toronto. 


THE ARBORITE COMPANY LIMITED = ratcum 
385 Lafleur Ave., Ville LaSalle, Montreal 32, Que. Joh & Joh , Ltd., Montreal. 
— Merck & Co., Ltd., Montreal. 








See your local lumber or building supply dealer, or write: 
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HOW IMPORTANT s. 


IS THE “. 
SURGEON’S Comfort? 


are 


he surgeon reaches for a scalpel.. he bends over the patient.. 
the operation may last 2-3-4 hours. His freedom of move- 
ment and comfort are vital to the operation’s success. Angelica 
operating gowns provide that comfort and freedom of movement 
...no binding, no looseness and completely capable of withstand- 
ing the punishment of long operations. 
ANGELICA SURGEON GOWN...STYLE 606 
1 Roomy raglan sleeves for freedom of movement. 
2 Tunnel belt and reinforced yoke for greater comfort. 
3 Absorbent snug-fitting double stockinerte cuffs. 
4 Overlapping back panels for greater sterility. 
5 Full-cut, 54-inch finished length, full sweep. 
6 “Green- Line” combed yarn bartacked tape ties. 
Wide choice of exclusive Angelica fabrics, colors: jade green or white. 


Angelica Hospital Apparel Is Designed For 
Maximum Comfort, Durability And Economy 
See your Angelica 


representative 
now 


UNIFORM CO. OF CANADA, LTD. 
427 ST. FRANCOIS XAVIER ST. + MONTREAL, QUEBEC 
Other Principal Offices: 

TORONTO « ST. LOUIS * NEW YORK * CHICAGO « LOS ANGELES 


CONSTANT RESEARCH MAKES ANGELICA FIRST IN HOSPITAL APPAREL DEVELOPMENT 
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Complete Supplies of 


LINENS 
COTTONS 


ETC. 


for Hospitals and Institutions 


Table Damask 
Table Cloths 
Huck Towels, Towelling 


Serviettes 


Bath Towels, Towelling 

Glass Towels, Towelling 

Dish Towels, Towelling 
Crash Towels, Towelling Sheets 
Pillow Cottons 

Slips Pillows Mattresses (Hospital) 

‘Blankets BedSpreads Silence Cloths 

Flannelette (White and Striped) 

Curtains and Nets Square & Bib Aprons 
Rugs _ Table Cloths 
Flatware 


Sheeting 


Hotel & Hospital 
Supply Co. 


43 Colborne St. 


Toronto 


Sales Representatives: 


Sydney C. Miller & Co. 
179 Prince William Street, Saint John, N.B. 


TANTALUM 
For Surgery 
Johnson & Johnson, Limited, Montreal. 


TELEPHONE SYSTEMS 
Edwards of Canada, Ltd., Montreal. 
Northern Electric Co., Ltd., Montreal. 
TEXTILES 


CorDest Garments, Ltd., London, Ont. 
Dominion Textile Co., Ltd., Montreal. 
T. Eaton Co., Ltd., Toronto. 

G. A. Hardie & Co., Ltd., Toronto. 
Hotel & Hospital Supply Co., Toronto. 
Hygiene Products, Ltd., Dorval, Que. 
Textile Products Co., Ltd., Toronto. 


THERMOS BOTTLES 
Thermos Bottle Co. Limited, Toronto. 


THORACOSCOPES 
American Cystoscope Makers, Inc., New York. 
Gilbert Surgical Supply Co., Toronto. 


TOASTERS, ELECTRIC 
Moffats, Limited, Weston, Ont. 
Superior Electrics Ltd., Pembroke, Ont. 


TOILET PARTITIONS 
Canadian Johns-Manville Co. Ltd., Toronto. 
Office Specialty Mfg. Co., Ltd., Newmarket, Ont. 
Pilkington Glass Limited, Toronto. 
Westeel Products Ltd., Toronto. 


TOILET SEAT COVERS, PAPER 
Hygiene Products Ltd., Dorval, Que. 


TOILET SEATS 
Crane Limited, Montreal. 
Viceroy Mfg. Co., Ltd., Toronto. 


TOILETS 
Crane Limited, Montreal. 


TOMATO JUICE 
H. J. Heinz Co. of Canada, Ltd., Toronto. 


TOOTH PASTE AND POWDER 
Colgate-Palmolive-Peet Co., Ltd., Toronto. 


TOWELS, PAPER 

E. B. Eddy Company, Hull, Que. 
Thomas Gibson & Co., Ltd., Toronto. 
Hygiene Products Ltd., Dorval, Que. 
Pacific Mills, Limited, Vancouver. 

Victoria Paper & Twine Co., Ltd., Toronto. 
West Disinfecting Co., Ltd., Montreal. 

G. H. Wood & Co., Ltd., Toronto. 


TOWELS AND TOWELLING 
Dominion Textile Co., Ltd., Montreal. 
T. Eaton Co., Ltd., Toronto. 
G. A. Hardie & Co., Ltd., Toronto. 
Hotel & Hospital Supply Co., Toronto. 
Textile Products Co. Ltd., Toronto. 


TRACTION APPARATUS 


Clay-Adams Co., Inc., New York, N.Y. 
Down Bros. and Mayer & Phelps, Ltd., Toronto. 


TRAYS, SERVING 
Aluminum Goods, Ltd., Toronto. 
Arnold Banfield & Co., Ltd., Oakville, Ont. 
Bell, Rinfret & Co., Ltd., Montreal. 
British & Colonial Trading Co., Ltd., Toronto. 
Cassidy’s Limited, Montreal. 
Vollrath Company, Sheboygan, Wis. 


TRAY COVERS, PAPER 
Hygiene Products Ltd., Dorval, Que. 
Textile Products Co., Ltd., Toronto. 
Victoria Paper & Twine Co., Ltd., Toronto. 
G. H. Wood & Co., Ltd., Toronto. 
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Dependable Y our logical source 
paper products of supply 


GARDEN “Se VICTORIA 
pe we Hin ptt 
=D 


TOAOE MAGE OEOETEREO 


TOILET TISSUE — TABLE NAPKINS ALL GARDEN CITY PRODUCTS 
PAPER TOWELS — TRAY COVERS WRAPPING PAPER — TWINES 
MOUTH WIPES BAGS — SPUTUM CUP REFILLS 


The Garden City Paper Mills | VICTORIA PAPER & TWINE CO. 


COMPANY LIMITED LIMITED 
ST. CATHARINES and MERRITTON, ONT. TORONTO MONTREAL HALIFAX 

















to serve you better | 


We are now located in our own building at 


1093 Queen St. W. 


TORONTO ONTARIO 


where we have greater floor space 
to carry larger stocks of 


SUPERWEAVE TEXTILES 


G.A. Hardié «Co 


LIMITEO 








1093 Queen St. W., Toronto 
Our new phone number OLiver 4277 
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KITCHEN 
EQUIPMENT 


Custom built to rigid 
hospital requirements 
featuring latest design 
and sanitary construc- 
tion. 


Estimates submitted 
without obligation. 


Also complete stock of 


KITCHEN MACHINES 
COOKING UTENSILS 
KITCHEN CUTLERY, Etc. 


Your requirements in kitchen equipment 
and utensils will be given our immediate 
and careful attention. 


Write for our complete catalog. 


NH. NEWMAN CO. LTD. 


Manufacturers 
Kitchen and Food Service Equipment 


149 King St. West 
TELEPHONE: PLAZA 2248 


Toronto, Ontario 





TRUCKS, FOOD 
Canadian Fairbanks-Morse Co., Ltd., Montreal. 
General Steel: Wares, Ltd., Toronto. 
Kitchen Installations, Ltd., Ajax, Ont. 
Metal Craft Co., Ltd., Grimsby, Ont. 
S. H. Newman Co. Ltd., Toronto. 
Wrought Iron Range Co., Ltd., Toronto. 


TUBING, BLOOD PLASMA 
Seamless Rubber Co., New Haven, Conn. 


TUBING, DRAINAGE 
Clay-Adams Co., Inc., New York. 
Sterling Rubber Co., Ltd., Guelph, Ont. 


TUMBLER COVERS, PAPER 
A. Guinness & Co., Toronto. 
G. H. Wood & Co., Ltd., Toronto. 


TYPEWRITERS 
International Business Machines Co. Ltd., Toronto. 


ULTRAVIOLET EQUIPMENT 
American Sterilizer Co., Erie, Pa. 
Burdick Corporation, Milton, Wis. 
Burke Electric & X-Ray Co., Ltd., Toronto. 
Ferranti Electric Ltd., Mount Dennis, Ont. 
General Electric X-Ray Corporation, Ltd., Toronto. 
Hanovia Chemical & Mfg. Co., Newark, N.J 
Philips Industries, Ltd., Montreal. 
The Stevens Companies, Toronto. 
Wilmot Castle Co., Rochester, N.Y. 


UNIFORMS, NURSES’, ETC. 
Angelica Uniform Co. of Canada, Ltd., Montreal. 
Bland & Co., Ltd., Montreal. 
Corbett-Cowley, Ltd., Toronto. 
CorDest Garments, Ltd., London, Ont. 
Ella Skinner Uniforms, Toronto. 
Lac-Mac Limited, London, Ont. 
Wilkins, Robert C. Co., Ltd., Farnham, Que. 


URINE-SUGAR TEST 
Denver Chemical Mfg. Co., Montreal. 


URNS 
General Steel Wares, Ltd., Toronto. 
Kitchen Installations, Ltd., Ajax, Ont. 
S. H. Newman Co. Ltd., Toronto. 
Wrought Iron Range Co., Ltd., Toronto. 


UROLOGICAL INSTRUMENTS 
American Cystoscope Makers, Inc., New York. 
Becton, Dickinson & Co., Rutherford, N.J. 
J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 


UROLOGICAL X-RAY TABLES 


Ferranti Electric Ltd., Mount Dennis, Ont. 
X-Ray and Radium Industries, Ltd., Toronto. 


UTENSILS, KITCHEN 
Bell, Rinfret & Co., Ltd., Montreal. 
General Steel Wares, Ltd., Toronto. 
Kitchen Installations, Ltd., Ajax, Ont. 
S. H. Newman Co. Ltd., Toronto. 
Vollrath Company, Sheboygan, Wis. 
Neptune Meters Ltd., Long Branch, Ont. 
Wrought Iron Range Co., Ltd., Toronto. 


UTENSILS, SURGICAL 
Down Bros. and Mayer & Pheips, Ltd., Toronto. 
J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 
The Stevens Companies, Toronto. 
Vollrath Company, Sheboygan, Wis. 


VACUUM CLEANERS 
Frank P. Lalonde Limited, Montreal. 
Premier Vacuum Cleaner Co., Ltd., Toronto. 
VALVES 


Canadian Fairbanks-Morse Co., Ltd., Montreal. 
Crane, Limited, Montreal. 
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A 
Style 134] 
In All Sizes 


HOSPITAL COTTON 
AIRPLANE 
POPLIN 
SHARKSKIN 
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You are always 
well dressed 


when wearing 


Bland’s 


Tailored Uniforms 


jem 








wey ; _— 
( + THE BUYERS DIRECTORY ~ }} 


VAULTS 
Office Specialty Mfg. Co., Ltd., Newmarket, Ont. 


VAULT DOORS 
Office Specialty Mfg. Co., Ltd., Newmarket, Ont. 
J. & J. Taylor Co., Ltd., Toronto. 
VEGETABLE and FRUIT WASHING FORMULA 
Colgate-Palmolive-Peet Co. Ltd., Toronto. 
VENOCLYSIS EQUIPMENT 
Abbott Laboratories Ltd., Montreal 
VENTILATING CANOPIES, LAUNDRY 
American Machine & Metals, Inc., East Moline, Il. 
Canadian Laundry Machinery Co., Ltd., Toronto. 
Stanley Brock, Limited, Winnipeg. 
VINEGARS 
H. J. Heinz Co. of Canada, Ltd., Toronto. 


VISIBLE RECORDS SYSTEMS 
Remington Rand Limited, Toronto. 


VITAMIN PRODUCTS 
Cutter Laboratories, International, Toronto. 
Merck & Co., Ltd., Montreal. 
Parke, Davis & Co., Ltd., Walkerville, Ont. 
E. R. Squibb & Sons of Canada, Ltd., Toronto. 
John Wyeth & Brother (Canada), Ltd., Windsor. 


WAFFLE IRONS, ELECTRIC 

Moffats Limited, Weston, Ont. 

Superior Electrics, Ltd., Pembroke, Ont. 
WALLBOARD, DECORATIVE 

Arborite Co., Ltd., Montreal. 


WALL COVERING, PLASTIC 
Paul Collet & Co., Ltd., Montreal. 


WALL WASHING COMPOUNDS 
Brunner Mond Canada Sales, Ltd., Montreal. 
Colgate-Palmolive-Peet Co., Ltd., Toronto. 
W. & F. P. Currie, Ltd., Montreal. 
Dustbane Products, Ltd., Ottawa. 


Dye & Chemical Co. of Canada Ltd., Kingston, Ont. 


S. F. Lawrason & Co., Ltd., London, Ont. 
Thomas Gibson & Co., Ltd., Toronto. 
McKague Chemical Co., Limited, Toronto. 
Stanley Brock, Limited, Winnipeg. 

West Disinfecting Co., Toronto. 


WARMERS, DISH AND FOOD 


Canadian Fairbanks-Morse Co., Ltd., Montreal. 
General Steel Wares, Ltd., Toronto. 

Kitchen Installations, Ltd., Toronto. 

S. H. Newman Co. Ltd., Toronto. 

Wrought Iron Range Co., Ltd., Toronto. 


WASTE RECEPTACLES 
Thomas Gibson & Co., Ltd., Toronto. 
Hygiene Products Ltd., Montreal. 
G. H. Wood & Co., Limited, Toronto. 


WATER COOLERS, ELECTRIC AND ICED 
G. H. Wood & Co., Ltd., Toronto. 


WATER SOFTENERS 
Colgate-Palmolive-Peet Co., Ltd., Toronto. 
McKague Chemical Co. Ltd., Toronto. 


WATER SOFTENING EQUIPMENT 
American Machine & Metals, Inc., East Moline, III. 
Stanley Brock, Limited, Winnipeg. 
W. J. Westaway Co., Ltd., Hamilton, Ont. 


WAX, FLOOR 
Armstrong Cork Canada, Ltd., Montreal. 
Dustbane Products, Ltd., Ottawa, Ont. 


Thomas Gibson & Co., Ltd., Toronto. 
Huntington Laboratories of Canada, Ltd., Toronto. 
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Hygiene Products Ltd., Dorval, Que. 

S. C. Johnson & Son, Ltd., Brantford, Ont. 
Gordon A. MacEachern, Toronto. 

bi yo yw, Co., Ltd., Montreal. 

G. Wood & Co., Ltd., Toronto. 


WEATHER STRIPPING 
Cresswell Pomeroy Ltd., Montreal. 


WINDOWS, DOUBLE GLAZED 
Cresswell Pomeroy Ltd., Montreal. 


WINDOW BALANCES 
Cresswell Pomeroy Ltd., Montreal. 


WINDOW SHADES 
Rolscreen Co., Pella, Iowa. 


WOVEN CATHETERS 
American Cystoscope Makers, Inc., New York. 
Fisher & Burpe, Limited, Winnipeg. 
The Stevens Companies, Toronto. 


WOVEN NAMES 
J. & J. Cash Inc., Belleville, Ont. 
Lac-Mac Limited, London, Ont. 


X-RAY APPARATUS 
B. O. P., Montreal. 
Burke Electric & X-Ray Co., Ltd., Toronto. 
Ferranti Electric, Ltd., Mt. Dennis, Ont. 
General Electric X-Ray Corporation Ltd., Toronto. 
Philips Industries, Ltd., Montreal. 
Picker X-Ray of Canada, Limited, Montreal. 
X-Ray & Radium Industries, Limited, Toronto. 


X-RAY DIAGNOSTIC OPAQUES 
General Electric X-Ray Corporation Ltd., Toronto. 
Mallinckrodt Chemical Works, Ltd., of Canada, Montreal. 
Merck & Co., Ltd., Montreal. 
Philips Industries, Ltd., Montreal. 
Picker X-Ray of Canada, Limited, Montreal. 
X-Ray & Radium Industries, Limited, Toronto. 


X-RAY FILMS and CHEMICALS 


Burke Electric & X-Ray Co., Ltd., Toronto. 
Canadian Industries, Ltd., Montreal. 

Canadian Kodak Co., Limited, Toronto. 

Casgrain & Charbonneau, Ltée., Montreal. 

T. Eaton Co., Ltd., Toronto. 

Ferranti Electric, Ltd., Mt. Dennis, Ont. 

General Electric X-Ray Corporation Ltd., Toronto. 
Philips Industries, Ltd., Montreal. 

Picker X-Ray of Canada, Limited, Montreal. 
X-Ray & Radium Industries, Limited, Toronto. 


X-RAY SCREENS, FLUOROSCOPIC AND INTENSIFYING 


Burke Electric & X-Ray Co., Ltd., Toronto. 
Canadian Kodak Co., Limited, Toronto. 

Ferranti Electric, Ltd., Mt. Dennis, Ont. 

General Electric X-Ray Corporation Ltd., Toronto. 
Gilbert Surgical Supply Co., Toronto. 

Philips Industries, Ltd., Montreal. 

Picker X-Ray of Canada, Limited, Montreal. 
X-Ray & Radium Industries, Limited, Toronto. 


X-RAY PHOTOGRAPHIC EQUIPMENT AND SUPPLIES 


Burke Electric & X-Ray Co., Ltd., Toronto. 
Canadian Kodak Co., Limited, Toronto. 

General Electric X-Ray Corporation Ltd., Toronto. 
Philips Industries, Ltd., Montreal. 

X-Ray & Radium Industries, Limited, Toronto. 


X-RAY PROTECTIVE EQUIPMENT 
Canadian Marconi Co., Limited, Montreal. 
General Electric X-Ray Corporation, Ltd., Montreal. 
X-Ray and Radium Industries, Ltd., Toronto. 


X-RAY TUBES 
Burke Electric & X-Ray Co., Ltd., Toronto. 
Ferranti Electric Ltd., Mt. Dennis, Ont. 
General Electric X-Ray Corporation Ltd., Toronto. 
Philips Industries Ltd., Montreal. 
Picker X-Ray of Canada, Limited, Montreal. 
X-Ray & Radium Industries, Limited, Toronto. 
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Canadian Laundry Type Solid Curb Extractor 


Speeds up production and cuts costs in every department 





The Canadian Solid Curb Extractor incorporates in its 
construction and design all the features which many AVAILABLE IN 
years of experience in building laundry extractors have 26” or 30” 
proved essential for speedy, thorough removal of water SIZES 
from washed work, to prepare it for fast, efficient drying 
or ironing. 











Doubly interlocked automatic safety cover 
Smoothly finished, monel metal basket 

Special, hardened-steel precision-ground spindle 
Balancing device . . . assures smooth operation 
High-torque, heavy duty motor and multiple V-belt 
drive 

Convenient push-button operation. 


A 12-page illustrated Booklet available from 


STANLEY BROCK LIMITED 


rh Sneun loony ano ee A.-Curb. B.-Automatic Safety Cover 
Market “pth Ave. 249. 104th We Oates 5 D.-Drain Chae a -Base 
145 Market Ave. 523 8th Ave. W. 10249 104th St. 878 Cambie St. FB oe Tre ‘ile . & . 
Established 1902 .-Brake Treadles. 








NEW ...IMPROVED . 


New Hercules 


X-RAY FILM FILE 


OFFICE SPECIALTY offers this improved cabinet for the 
filing of X-Ray Films. Rigid partitions in each drawer 
ensure proper support and prevent warping of the film. 
Although this cabinet is designed primarily for the filing 
of X-Ray Films, it is also suitable for filing any over- 
sized record. 


The inside dimensions of the drawers are 1842” wide, 
16” high, 26%” deep. 


Contact your nearest OFFICE SPECIALTY branch store 
or write direct to 


‘FFICE SPECIALTYMEG.©. 


HEAD OFFICE © FACTORIES: NEWMARKET, ONT. 


branches in Canadian cities from coast to coast 
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Abbott Laboratories Limited 

Aluminum Goods Limited 

American Cystoscope Makers, Inc. 
American Machine & Metals, Inc. 
American Sterilizer Company 

Angus, H. H. & Associates 

Angelica Uniform Company of Canada Ltd. 
Applegate Chemical Company 

Arborite Co. Limited 

Armstrong, S. A. Co. Limited 

Ayers Limited 

Banfield, Arnold & Co. Limited 
Bard-Parker Company, Inc. 

Bauer & Black Limited 

Baxter Laboratories of Canada Limited 
Bell, Rinfret & Co. Limited 

Berkel Products Co. Limited 

Bland & Company Limited 

Brock, Stanley Limited 

Brunner Mond Canada Sales Limited 
Burdick Corporation 

Burke Electric & X-Ray Co. Limited 
Canada Starch Co. Limited 

Canadian General-Tower, Ltd. 

Canadian Hoffman Machinery Co. Limited 
Canadian Ice Machine Co. Limited 
Canadian-Johns-Manville Co. Limited 
Canadian Laboratory Supplies Limited 
Canadian Laundry Machinery Co. Limited 
Canadian Marconi Co. Limited 

Casgrain & Charbonneau Limited 

Cash, J. & J., Inc. 

Castle, Wilmot Company 

Christie, Brown & Co. Limited 
Colgate-Palmolive-Peet Co. Limited 

Collet, Paul & Co. Limited 

Combustion Engineering Corporation Limited 
Corbett-Cowley Limited 

Corbin Lock Co. of Canada Limited 
CorDest Garments Limited 

Crane Limited 

Cresswell-Pomeroy Limited 

Darnell Corporation of Canada Limited 
Davis & Geck, Inc. 

Department of Fisheries 

Dixie Cup Company (Canada) Limited 
Dominion Oxygen Co. Limited 

Dominion Textile Co. Limited 

Dunlop Tire & Rubber Goods Co. Limited 
Dustbane Products Limited 

Dye & Chemical Co. of Canada Ltd. 
Eaton, T. Co. Limited 

Edwards of Canada Limited 

Electro-Vox, Inc. 

Fischer Bearings (Canada) Limited 
Fisher & Burpe Limited 

Frigidaire Products of Canada Limited 
General Electric X-Ray Corporation Limited 
Gibbons Quickset Desserts 

Gibson, Thomas & Company Limited 
Gilbert Surgical Supply Company 
Govan, Ferguson, Lindsay & Associates 
Guinness, A. & Company 

Hanovia Chemical & Manufacturing Company 
Hardie, G. A. & Co. Limited 

Hartz, J. F. Co. Limited 

Hobart Manufacturing Co. Limited 
Hoffmann-LaRoche Limited 

Hotel & Hospital Supply Company 


(For Subscription Rates See Page 114) 
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Post Office Department, Ottawa. The Canadian 
Hospital is published monthly by The — Hospital Council, 57 Bloor Street West, 
oronto 9. 





Ingram & Bell Limited 5, 10, 14, 23 
International Business Machines Co. Limited lll 
International Equipment Company 
Interstate Sales Agency 

Johns, O. H. Glass Company 

Johnson & Johnson Limited 

Johnson, S. C. & Son Limited . 

“Junket” Brand Foods 

Kitchen Installations Limited 

Lac-Mac Limited 

Lalonde, Frank P. Limited 

Lehn & Fink (Canada) Limited 

Lily Cups Limited 

Lord & Burnham Co. Limited 
Macalaster-Bicknel] Company 

MacEachern, Gordon A. 

McGlashan, Clarke Co. Limited 

McKague Chemical Company Ltd. 

Metal Craft Co. Limited 

Merck & Company Limited 

Milner, Edward Co. Limited 

Moffats Limited 

Newman, S. H. Company Limited 

O.E.M. Corporation 

Office Specialty Manufacturing Co. Limited 
Ohio Chemical Canada Limited 

Pacific Mills Limited 

Perga Containers Limited 

Pendrith Machinery Co. Limited 

Pfizer, Charles & Company, Inc. 

Philips Industries Limited 

Picker X-Ray of Canada Limited 

Price Jones, John Co. (Canada) Limited 
Riker Pharmaceutical Co. Limited 

Rolscreen Company 

Shampaine Company 

Simmons Limited 

Simpson, Robert Co. Limited 

Skinner, Ella Uniforms 

Smith & Nephew Limited 

Smith & Underwood 

Starkman Biological Laboratory 

Sterling Rubber Co. Limited 

Stevens Companies, The 85-86-87,128, 
Stewart-Warner-Alemite Corp. of Canada Ltd. 
Superior Electrics Limited 

Surgical Supplies (Canada) Limited 
Taylor, J. & J. Limited 

Textile Products Limited 

Thermos Bottle Co. Limited . 

Toledo Scale Co. of Canada Limited 

Trane Co. of Canada Limited 

Troy Laundry Machinery 

Twin-Tips Limited 

United Carr Fastener Co. of Canada Limited 
Universal Cooler Company Limited 

Victoria Paper & Twine Co. Limited 
Vollrath Company 

Wallace, Carruthers & Associates 

Wells Organizations of Canada 

Westaway, W. J. Co. Limited 

Westeel Products Limited 

Wilkins, Robert C. Co. Limited 

Wilmot Castle Company 

Wilson & Cousins Limited 

Wooley, Glen S. & Company 

Wrought Iron Range Co. of Canada, Limited 
Wood, G. H. & Co. Limited IV Cover 
X-Ray & Radium Industries Limited 13 
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NURSES! 


for the smart, well-tailored look 
order your 


CORBETT-COWLEY 


Makers of Quality Wearing Apparel for 
the Medical Profession 


3. 


Yes, now’s the time to consider that smart new Cape you’ve 
been promising yourself. And for a Cape that really com- 
mands admiration . .. that gives you the ultimate in style 
and comfort, plus real hard-wearing qualities, there’s no finer 
place to go than Corbett-Cowley. It’s a name that has long 
stood for the best in all kinds of hospital apparel. That’s be- 
cause none but the highest quality materials and the most 
painstaking craftsmanship go into the cutting and finishing 
of every garment. When you wear a Corbett-Cowley Cape 
you can be proud in the knowledge you have the finest there 
is ...a garment whose out- 
standing quality and _ style 
speak for themselves. 
@ Best quality navy blue 
frieze, with military scar- 


let flannel lining. Price, 
$15.00. 


Measures standard 38” 
from seam of collar to bot- 
tom of hem. Stocked in 
even bust sizes from 32 to 
42. 


Handwork Gold Silk ‘et- 
ters supplied at 5c per 
letter. Please specify exact 
lettering and position when 
ordering. 
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_) CORBE 4G ‘COWLEY 


2738 Dundas Street W. 124 St. Helene Street 
Toronto 9 Montreal 1 
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JANUS WAS WISE, HE LOOKED 
BOTH BACKWARD AND FORWARD 


“YE PREPARED 
\0T SCARED 


HISTORY PROVES THAT THE DARKEST DAYS 


ARE ALWAYS FOLLOWED BY A 
BRIGHT TOMORROW 
& 


Canada has always courageously faced the future 
and its responsibilities and has refused to be 
panicked by crises... and though the horizons are 
again somewhat darkened, we know that if we 
place our faith in God, in Democracy, and our 
unflinching belief that our way of life is right, 


we will together see a brighter tomorrow. 


Gare 


A. 


G. H. WOOD & COMPANY LIMITED «© BRANCHES THROUGHOUT CANADA 











